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Preface” eee te © T.O. 1F-86F-0T 
PREFACE 
1. CONTENTS. 4. EXPLANATION OF SYMBOLS USED. 


This technical order lists the technical orders, such as 
technical manuals, time compliance technical orders, and 
Supporting publications that are applicable to F-86A, E 
and F aircraft including engines, accessories, installed 
equipment and support equipment. 


2. PURPOSE. 


The purpose of this technical order is to enable con- 
cerned personnel to select and become familiar with pub- 
lications pertinent to F-86A, E and F aircraft, and to 
‘eliminate the need for compilation of similar data by 
individual service activities. This technical order includes 
technical orders required for limited technical order files, 
‘publications requirement tables, etc. 


3. ARRANGEMENT. 


. a. Publications are listed in numerical order and under 
classification headings corresponding to those contained 
in the technical order numerical indexes. Supplementary 
data are provided in the format columns to portray pub- 
lication ope and level of accomplishment. 


NOTE 


Refer to T.O. 0-1 series indexes to ascertain the 
dates, status, availability, and security classifi- - 
cation of publications listed herein before sub- 
mitting requisitions. 


b. The publication titles appearing in this technical 
order conform as nearly as possible to those contained in 
the actual publication to avoid teens false information 
and incorrect data. 


a. The following symbols are used in this technical 
order when required: 
- M—manual 
> [informative 
RT—record type 
RD—red diagonal 
IA—immediate action 
UA—utgent action 
RA1—routine action category 1 
RA2—routine action category 2 
D—depot 
W/B—wing or base 
_—W— winterization 


b. The asterisk (*) symbol as used in this technical 
order indicates changes in the status of publications pre- 
viously listed, or the addition of other applicable publi- 
cations. 


5. MAINTENANCE OF TECHNICAL ORDER. 


This technical order. will be revised and supplemented 


as necessity dictates. 


NOTE 


Submit comments, corrections, suggestions and 
recommendations related to this technical order 
to: 


COMMANDER 

SACRAMENTO AIR MATERIEL AREA 
ATTN: SMNHMS-: 

McCLELLAN AIR FORCE BASE 
McCLELLAN, CALIFORNIA 

















T.O. NO. 


0-1 Series 
0-2-1 
0-3-Series 


0-4-1 


0-4-2,C 


00-5-~Series 
00-10-12 
00-20-Series 
00-25-Series 


90-25-06 


00-25-06 


00-25-06 


00-25-06 


00-35-Series 


00-45-Series 


00-55-Series 


00-60-Series 


00-80-Series 


00-85-Series 
00-100-Series 


00-110-Series 


$-1-Series 


GENERAL 
1-1-1 


1-1-2 


1-1-3 


1-1-6 


1-1-10 


1-1-17 


171-81 





T.O. 1F-86F-01 


Section I 


SECTION I, STANDARD TECHNICAL ORDERS 


TITLE 
INDEX-TYPE PUBLICATIONS 
Numerical Indexes 
Alphabetical Index 
Publications Requirement Tables 
Cross~Reference Tables of Former to 
New Numbers for Air Force Technical 
Publications 
Cross Reference of TCTO Numbers 
with Data Code Numbers 
GENERAL PUBLICATIONS 
Technical Publications System 
UR Digest 
Visual Inspection System 
Miscellaneous Publications 
Field Maintenance Shops — Communi- 
cations, Armament and Elect Equip, 
Work Unit Code Manual (Volume 1). 
Field Maintenance Shops — Propellers, 
Utility and Ground Support Equip, Work 
Unit Code Manual (Volume II). 
Field Maintenance Shope — Engine, 
Helicopter Drives and Transmissions 
Work Unit Code Manual (Volume III). 
Field Maintenance Shops — Precision 
Measuring Equip, Work Unit Code 
Manual (Volume IV). 


Administrative Publications 


Interchangeability and Cross- 
Reference Charts 


Gadget Digest 


Arctic, Desert and Tropic Publications 
(Aeronautical and Ground Equipment) 


Special Publications 


Protective Packing and Preservation 
Packaging 


Quality Control 
Special Weapons Defense and Nuclear 
Applications, Monitoring, Handling, 


Disposal and Decontamination 


Supply Publications 


AIRCRAFT PUBLICATIONS 


Cleaning of Aeronautical Equipment 


Corrosion Control and Treatment for 
Aircraft 


Repair of Integral and Removable 
Metal Fuel and Oil Tanks 


Equipment Submerged in Water, 
Disposition 


Technical Publications for Aircraft, 
Files 


Storage of Weapon Systems 


Designation and Redesignation of Air- 
craft and Guided Missiles 


TYPE 


I 


ACCOMP 


LEVEL T.O. NO. 


1-1-131 
1-1-300,A 


1-1-309, B 


1-1-312 


1-1-469 
1-1-568 


1-1-569 
1-1-636,C 
1-1-638 


1-1-641 
1-1-647 


1-1-652 


1-1-655 


1-1-667 


1-1-669,A 


1-1A-1 
1-1A-8 
1-14-9 


1-1A-12 


1-1A-14 


1-1B-40 
1-1B-41 


1-1B-43 
1-1B-50 
1-1B-51 


1-1B-53 


ACCOMP 


TITLE LEVEL 


TYPE 
Tables of Dimensions for USAF Air- I 


> craft 


Test Flights and Maintenance Opera- I 
tional Checks 


Aircraft Ground Safety I 


Use of High Pressure Air and I 
Nitrogen — All Aircraft : 


Operation of Aircraft with Jet Engines 1-W 
Under Icing Conditions — Ali Jet - 
Aircraft 


Application of Fuel Load Density Cor- I 
rection in Setting Gravametric Counter 
Type Fuel Flowmeters : 


Fuel Load Density ‘Corrections for I 
Long Range Cruise Control 


Exterior Finishes, Insignia and Mark- M 
ings Applicable to Aircraft and Missiles 


Expeditious Repair and Disposal of M 
Damaged Aircraft and Guided Missiles 


Minimum Equipment Requirements I-W 
for Overwater, Arctic, and Desert- 
Tropic Flights 


Inspection, Test and Replacement of RAI W/B 
Vibration Isolators on Equipment in 
Aircraft (DD Form 829-1 entry) 


Replacement of Undated Pampco RAI 
Pulleys all Spare Assemblies and/or 

Kits for all Aircraft (DD Form 781-2 

entry) 


Restricted Use of High Potential Volt- I 
age Testing Apparatus on Fueled 
Aircraft 


Conspicuity Marking of USAF Aircraft 


Modification of Mask-to-Regulator Tube 
Storage Strap and Replacement of Alli- 
gator Clip on all Aircraft Employing 
Breathing Oxygen Equipment 


Engineering Handbook Series for Air- M 
craft Repair — General Manual for 
Structural Repair (Second Edition) 


Engineering Handbook Series for Air- M 
craft Repair ~ Aircraft Structural 
Hardware 


Aircraft Metals, U.S. and British — M 
Engineering Handbook Series for Air- 

craft Repair : 
Engineering Handbook Series of Air- M 
craft Repair — Fabrication, Mainte- : 
nance and Repair of Transparent 

Plastics aq 


Installation Practices for: Aircraft - M 
Electric and Electronic Wiring $ 


Weight and Balance Data 
Balance Computer Plate Numbers 


Weight and Balance Classifications of 


© USAF Aircraft 


Basic Technical Order for USAF Air- M 
craft Weight and Balance 


Weight and Balance Records for Jet 1 


. Aircraft 


Use of Gross Weight Scales on Balance I 
Computers — All Aircraft 


Section I 


T.O. NO. 





T.O. 1F-86F-01 


ACCOMP 


TITLE TYPE LEVEL 


FIGHTER AIRCRAFT 


1F-1-212 


1F-1-520,A 


1F~1-535 


1F-1-541 


1F~-1-556 


1F-1-562 


1F-1-564 


1F-86-20 


1F-86-110,A 


1F-86-140 


1F-86-141,A 


1F-86-156,A 


1F-86-158, A 


1F~-86-160,A 


1F-86-161,C 


1F-86-206, A 


1F-86-212,A 


1F-86-219,B 


1F-86-220,B 


1F-86-231,A 


1F-86~-236 


1F-86-238 


1F-86-246,A 


1F-86-511,A 


Inspection of Fuel Cell Attaching Bolts RAI W/B,D 
and Hose clamps — All Aircraft 

Equipped with Self-Sealing Fuel Cells 

(DD Form 829-1 entry) 

Replacement of Type C-1 Navigation RAI W/B,D 
Light Flasher with Type C-2 (DD 

Form 829-1 (Aircraft) entry) 


Removal of Defective Toggle Switch RAI W/B 
and Boot Assembly : 


Replacement of Undated Pampco RA2 D 
Pulleys — All Fighter Aircraft (DD 
Form 829-1 (Aircraft) entry) 


Inspection and Rework of Types MA-5 RAI W/B 
and MA-6 Automatic Lap Belt Adjuster 

Plates (DD Form 829-1 (Aircraft) 

entry) 


Installation of Type MC-1 Ejection RAI W/B 
Seat Cushion (DD Form 829-1 (Air- 
craft) entry) 


Inspection and Replacement of 28 Volt RAI w/B 
Direct Current Generator Voltage 

Regulator (DD Form 829-1 (Aircraft) 

entry) 


Product Improvement Digest M 


Rework of Emergency Fuel System RAI W/B 
Switches (DD Form 829-1 entry) 
Modification of Hydraulic Accumulator RAI Ww/B,D 
Pressure Gage Mount (DD Form 829-1 

(Aircraft) entry) 


Installation of Redesigned Landing RAI W/B 
Gear Control Switch (DD Form 829-1 
(Aircraft) entry) 


Installation of Automatic Dimming RAI W/B 
System for Landing Gear Warning 
Light (DD Form 829-1 (Aircraft) entry) 


Replacement of Windshield Anti-Icing RA1 W/B 
Drain Valve (DD Form 829-1 (Aircraft) 
entry) 


Modification of Rear Rocket Posts RAI W/B 
(DD Form 829-1 (Aircraft) entry) 

Rework of Canopy Ejection Mechanism RAI W/B,D 
(DD Form 829-1 (Aircraft) entry) 


Installation of Automatic Release Lap RA2 Mod- 
Belt (DD Form 829-1 (Aircraft) entry) ification facilities as 
scheduled by AMC 


Repiacement of Landing Gear Nose RA1 W/B 
Wheel Door Safety Link Assembly 
(DD Form 829-1 (Aircraft) entry) 


Installation of Quick-Disconnect for RAI W/B 
Radio Antenna Coaxial Connector (DD 
Form 829-1 (Aircraft) entry) 


Installation of Parachute Guide on RAI W/B 
Ejection Seat Headrest (DD Form 829-1 
(Aircraft) entry) 


Replacement of Aileron Actuator Line RAIL w/B 
Clamps (DD Form 829-1 (Aircraft) 

entry) 

Installation of Reverse~Current Relay RAI W/B 


. Terminal. Cover (DD Form 829-1 


(Aircraft) entry) 


Installation of Heat and Vent System RAL W/B 
overboard Drain Line (DD Form 829-1 
(Aircraft) entry) 


Installation of Type D-4 Power Supply RAI W/B 
(DD Form 829-1 (Aircraft) entry) 


Reinforcement of Wing Outer Panel RA1 
Lower Bolting Bar (DD Form 829-1 
(Aircraft) entry) ` 


W/B,D 


T.O. NO. 
1F-86-513 
1F-86-522, B 


1F-86-546 


1F-86-558,C 


1F-86-559 


1F-86-581, A 


1F-86-583 


1F-86-590 


1F-86F-00 


1F-86F-1 


A 
1F-86F-(CL)-1-1 


1F-86F-2 
A 


1F-86F-3 
1F-86F -4 
1F-86F-5 


1F-86F-6 
1F-86F-16 
1F-86F-17 


1F-86F-18 
1F-86F-21 


1F-86F-26 


1F-86F-224,A 


1F-86(R)F -501 


1F-86F-504 


1F-86F-522 


1F-86F-529,A 


1F-F86F-532 





- 
ACCOMP 

TITLE TYPE LEVEL 
Rework of Auxiliary Landing Gear RA1 Ww/B 
Uplock Indicating Mechanism (DD t 
Form 829-1 (Aircraft) entry) 
Rework of Cockpit Floor Assembly RAL W/B 
(DD Form 829-1 (Aircraft) entry) 
Addition of Horizontal Stabilizer Take- RAIL W/B 
Off Trim Position Light (DD Form 
829-1 (Aircraft) entry) 
Replacement of Vickers Hydraulic RAI W/B 
Pumps, Models AA32507L-2 and 
AA32516L-2 Series (DD Form 829-1 
(Engines) entry) 
Installation of Type MA-5 or MA-6 RAI W/B 
Automatic Lap Belt (DD Form 829-1 
(Aircraft) entry) 
Addition of Rescue Instructions (DD RAI W/B 
Form 829-1 (Aircraft) entry) 
Removal of Permanently Mounted RA2 Mod- 


Abbreviated Check Lists (DD Form ification facilities as 
829-1 (Aircraft) entry) scheduled by AMC 


Installation of Ground Safety Pins, 120 RAI W/B 
Gal Drop Tank (DD Form 829-1 (Air- 
craft) entry) 


Work Unit Code Manual — Aircraft M 
Maintenance 

Flight Manual M 
Supplement — Flight Manual M 


(CONFIDENTIAL) (Title Unclassified) 


Pilot’s Condensed Flight Crew Check 
List 


Maintenance Instructions M 


Supplement — Maintenance Instructions 
(CONFIDENTIAL) (Title Unclassified) 





Structural Repair Instructions M 
Ilustrated Parts Breakdown l M 
Basic Weight Check List and Loading M ` 
Data 

Inspection Instructions M 


(See T.O. 0-1-11N) 


Stowage of Aircraft I 
Field Maintenance of Airborne M 
Materiel — F-86 — Series 

Aircraft Inventory Record Master M 
Guide 


(See T.O. 01-11N) (Fig. 465) 


Installation of External Stores Pylon RAI W/B 
(DD Form 829-1 (Aircraft) and 780-1 

entry) 

Installation of Elongated Canopy — RT D 
RF-86F 

Conversion from AN/ARC-3 VHF RAI W/B 


Radio to AN/ARC-27 UHF Radio {DD 
Form 829-1 {Aircraft) entry) 





Removal of Handle from GBR Power RAI W/B,D 
Supplies, Part No SD195-283, 

$D195-283-1, 4122 and 4122-1 (DD 

Form 829-1 (Aircraft) entry) 

Installation of AN/APX-25 Selective RA2 MAP 
Identification Feature (DD Form 829-1 Countries 
(Aircraft) and 780-1 entry) 

Installation of AN/ARN21 (TACAN) RT MAP 


Countries as 
specified by SMAMA. 
D as scheduled by AMC 


Radio Equipment — F-86F MAP 
Aircraft (DD Form 829-1) Aircraft 
and 780-1 entry) 








T.O. 


TITLE 


FIGHTER AIRCRAFT (CONT) 


1F-86F-533,B 


1F-F-86F-535 


1F-86F-551 


Installation of Provisions for Special 
Stores (DD Form 829-1 (Aircraft) and 
780-1 entry) 


TYPE 


RA2 


T.O. 1F-86F-01 


ACCOMP 
- LEVEL 


MAP 


Countries as 
specified by SMAMA. 


D as scheduled by AMC 


Installation of AN/ARC27 UHF Radio 
Quick Manual Tuner F-86F (DD Form 
829-1 (Aircraft) entry) 


Installation of Wire Mesh Screen on 
Starter Generator Outlet Duct Assy, 
P/N 126C149 (DD Form 829-1 (Air- 
craft) entry) è 


RA2 


RA1 


W/B 


w/a 


AIRCRAFT ENGINE AND ASSOCIATED EQUIPMENT PUBLICATIONS 


AIRCRAFT ENGINES GENERAL 


2-1-11 


2-1-12 


2-1-13 


2-1-14 


2-1-16 


2-1-101 


2~1-503 


2-1-508 


2-1 -538 


2-1-544,A 


2-1-554 


2-1-557 


JET ENGINES 


2J-1-13 


2J-1-15 


2J-1-18 


2J-1-19 


2J-1-22 


2J-1-24, D 


2J-1-26 


2J-1-27 


2J-1-28 


Corrosion Control of Engine Parts 
During Overhaul 


Identification and Handling of Service 
Test Engines 


Stamping of Overhaul and Flying Time 
on Air Force Engines and Helicopter 
Power Transmission Components (DD 
Form 829-1 (Engines) (Auxiliary Power 
Plant) (Helicopter Gear Boxes) entry) 


Water-Alcohol Mixture for Aircraft 
Engines i 


Identification and Serial Numbering of 
Aircraft Engines 


Handbook with Illustrated Parts 
Breakdown ~ Aircraft Engine Reusable 
Metal and Fiberglass Shipping 
Containers 


Modification of Form Receptacles on 
All Metal Engine Shipping Containers 


Installation of Data Plate Assembly on 
All Aircraft Engine Metal Reusable 
Shipping Containers 


Installation of Air Deflector Baffle on 
All Aircraft Engine Metal Shipping 
Containers 


Modification of Metal Shipping Con- 
tainers to Airlift Configuration — J-33, 
J-35 and J-47 Engines 


Installation of Drain Plug on All Metal 
Aircraft Engine Shipping Boxes 


Identification of Shipping Containers, 
Aircraft Accident Engines 


Cleaning of Gas Turbine Aircraft 
Engine and Parts 


Adjustment of Jet Engine Fuel System 
Components 


Corrosion Control of Gas Turbine 
Engines 


Inspection and Disposition of Turbojet 
and Gas Turbine Engines After Acci- 
dents or during Salvage of Aircraft 


Refinishing of Turbojet and Gas 
Turbine Engines 


Equipment Comprising a Complete 
Basic Gas Turbine Engine 


Interchanging of Assemblies and Parts 
of Gas Turbine Engines 


Minor Overhaul of Gas Turbine Engines 
(DD Form 829-1 (Engines) entry) 


Prevention of Foreign Object Damage 
to Aircraft Gas Turbine Engines 


RA2 


RA2 


RA2 


RA2 


RA2 


RA2 


RA2 


RA2 


RA2 


I 





As directed 
by OCAMA 


D 


W/B 


T.O: NO. 


25-31-10 
2J-J1-24, D 
2J-J47-5,C 
23-3471-22 
25-J547-23, D, E, 
G,H,J,K 
2J-J47-24, D 


2J 


-J47-26,C,D 
F,G,H,J,K,L 


25-J47-356 


2J-J47-375 


2J-J47-506, A 


2J-J47-522 


2J-J47-539, A 


2J-J47-601 


2J-J47-609, A 


Section I 


ACCOMP 


TITLE LEVEL 


TYPE 


General Block Test Instructions — M 
Turbojet Aircraft Engines 


Operational Internal Cleaning of Tur- 
bojet Engines — J35 and J47 (DD Form 
829-1 (Engines) entry) 


w/B,D 


Overhaul Changes Applicabie to J47 
Series Engines (DD Form 829-1 
(Engines) entry) 


Service Instructions - Models - M 
J47-ST~25, -25A, J47-GE-23, -25, 
-25A, -27, J47-PM-25 and -25A 


Overhaul Instructions — Models. M 
J47-ST~25, -25A, J47-GE-23, -25, 
-25A, -27, J47-PM-25 and -25A 


Mlustrated Parts’ Breakdown — (Same M 
as above) : 


Field Maintenance and Replacement — M 
Models J47-GE-23, -25, -25A, -27, 
J47-ST-25, -25A, J47-PM-25 and -25A 


Rework of Inner Combustion Chambers, RA2 D 
Part No. 126C610 and 126C611 — 
J-47-25 and -27 Engines 

Maximum Allowable Operating Limits RAI 
for Compressor Rub — J47 Series 
Engines (DD Form 829-1 entry) 
Rework of J47 Series Engines Equipped RA1 
with Curvic Coupling Type Compressor 
Rotors (DD Form 829-1 (Engines) 
entry) 

Modification of Fuel Pressure Control RA2 D 
Valve, Part No. 021098-030-03, 
-033-01 and 9300-A2 — J47-7, -7A, -9, 
-9A, -11, -13, -15, -19, -23, -25, 
-25A and -27 Engines (DD Form 829-1 
(Engines) entry) 

Removal of Overtemperature Turbine , RA1 W/B 
Wheels — J47 Engines (DD Form 781-2 
and AFTO Form 44 entry} 

Replacement of Main Fuel Check Valve RA1 W/B 
Union, Part No. 131 B833, with Union, 
Part No. 414B715P1 — J47-GE-27 
Engines (DD Form 829-1 (Engines) entry) 
Replacement of Fuel Nozzle, Part No. RAIL W/B,D 
8482535 and 303D442G1, with Fuel 

Nozzle, Part No. 303D442G2 — J47-11, 

-13, -15, -19, -23, -25, -25A and 

-27 Engines (DD Form 829-1 (Engines) 

entry) 


AIRCRAFT LANDING GEAR, COMPONENTS AND ASSOCIATED 


BRAKE SYSTEMS 


4B-1-1 


4B-1-32 


4Bl-1-1 


4Bl1-1-501 


4B1-4-83 


4B1-4-505 


4BA4-3-3 


EQUIPMENT PUBLICATIONS 


Use of Landing Wheel Brakes and M 
Wheel Fire Fighting Procedures 


Service and Maintenance Instructions — M 
All Aircraft Brakes 


Cleaning, Inspection, Repair and Sur- M 
face Treatment — All Aircraft Brakes 
Identification Marking of Brakes with RA2 D 
Oversize Piston Cavities — All Air- 

craft Brakes 


Overhaul Instructions with Parts Break- M 
down — Brake Assembly, 11-1/2 x 8-4 
Rotor, Part No. 147062M-CR, FM-C and 
PM-C, 147062RFM-C-1 (Bendix) 


` Modification of Brake Assembly, Part RA2 D 
No. 146351M-C, 147062M-C, 174062M- 

CR, 174062FM-C, and 147062PM-C 

(Bendix) 

Overhaul Instructions — Hydraulic M 


Landing Gear Units, Part No. 
25-33042-10, -20, -30, 140-58021, 
140-58050, 1513-58035, -3, 151-58050-3 
and -5 (North American) 








Section I 


T.O. NO. TITLE 
BRAKE SYSTEMS (CONT) 


4BA4-3-4 Illustrated Parts Breakdown (Same 
as above) 
4BA4-78-3 . Overhaul Instructions with Parts 


Breakdown Power Boost Master Brake 
Valve — Part No. 311706 (Gladden) 


STRUTS, SHOCK ABSORBING 


4S-1-2 Selection of High Pressure Air Valve 
Cores for Hydraulic Systems and 
Shock Struts 


4S-1-502 Magnetic Particle Inspection of Land- 
ing Gear Struts (Magnaflux) 


4S-1-505 Replacement of Name and Data Plates 
— Landing Gear General 


452-45-23 Overhaul Instructions with Parts 
Breakdown — Nose Landing Gear Strut 
Assembly — Part No. 8656A, 8656B, 
9034 and 9152 (Cleveland Pneumatic) 


452-45-501 Modification of Auxiliary Landing 
Gears, Part No 8656A, 8656B, 9034 
and 9152 — F-86A, D, E, F, Kand L 
Series Aircraft 


4SA2~-5-3,C Overhaul Instructions — Steer Damper, 
Part No. 1951 and 2022 (Loud) 

4SA2-5-4 Ilustrated Parts Breakdown — (Same 
as above) 

4SA2-5-501 Modification of Steer Damper Assem- 
bly, Part No 2022 

4SA2-28-13 Overhaul Instructions — Aircraft Steer 
Damper, Part No. 4044 (Loud) 

4S A2-28-14 Illustrated Parts Breakdown — (Same 
as above) 


TIRES AND TUBES, AIRCRAFT 


4T-1-2-C Dismounting, Mounting and Inflation 
of Aircraft Tires and Tubes 


4T-1-3,C,D Inspection, Maintenance, Storage, 
and Disposition of Aircraft Tire 
Casings and Inner Tubes 


4T-1-4 Application Table — Aircraft Tire 
Casings and Tubes 


WHEELS, AIRCRAFT LANDING GEAR 


4w-1-2 Cleaning, Inspection, Repair and Sur- 
face Treatment — All Aircraft Wheels 

4W~1-43° Overhaul Instructions — Nose and 
Tail Wheels (Goodyear) 

4W-1-44 Illustrated Parts Breakdown — (Same 
as above) 

4W-1-51 Operation, Service and Overhaul 


Instructions with Parts Catalog — Nose 
and Tail Wheels (Goodrich) 


4W-1-61 Operation, Service and Maintenance 
Instructions - All Aircraft Wheels 


4W1-7-83 Overhaul Instructions with Parts 
Breakdown — Main Wheel, 26 x 6.6 
Type VII Part No. 146352M*“1 and 
146352PM-1 (Bendix) 


4W1-7-123 -A Overhaul Instructions with Parts 
Breakdown — Main Wheel, 26 x 6.6, 
Type VII, Part No 147063PM-1 
(Bendix) 


4W3-6-33 ` Overhaul Instructions with Parts 
Breakdown — Nose Wheel 22 x 
7.25-11.50, Type VI, Part No. 
145120M-2 and 145120PM-2 (Bendix) 


4W3-6-43 Overhaul Instructions with Parts 
Breakdown — Nose Wheel, 22 x 
-7.25-11.50, Type VI, Part No. 
147912PM (Bendix) 








T.O. LF-86F-01 


ACCOMP 
TYPE LEVEL 


M 


M 


RA2 D 


M 


RA2 D 


M 


M 


T.O. NO. 


GENERAL 


5-1-1 


5-1-4 


5-1-5 


5-1-9 


5-1-10 


5-1-14 


TITLE 


TYPE 


AIRCRAFT INSTRUMENT PUBLICATIONS 


Inspection, Maintenance, Storage and 
Shipment — Instruments and Instrument 
Maintenance Parts 


Use of Instrument Mounting Nut for 
Instrument Installation 


Refinishing of Instrument Dials, 
Pointers and Indicating Drums 


General Cleaning of Delicate Instru- 
ment Diaphragms 


Use of Cleaning Solvents for Class 05 
Equipment 


Determining True Free Air Tempera- 
ture on all Thermometers 


ENGINE INSTRUMENTS 


5E5-3-1-33 
5E5-3-1-34 


5E5~-3-3-3 


5E5-3~-3-4 


5E5-3-3-23 


5E5-3-3-33 


5E6-2-14-3 


5E6-2-14-4 


5E6-2-15-33 


5E6-2-15-34 


5E6-2-15-43 


5E6-3-1-31 


5E6-3-1-41 


5E6-3-1-51 
5E6-3-1-502,D 


5E6-3-4-4 


5E6-3-4-13 


Overhaul Instructions — Electric 
Tachometers (General Electric) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Tachometer 
Generator, Types 5544-2 and 5544-2 


M 


M 


MOD, Part No. 1354-0111302, -0112302 


and 1354C-0120302 (Kollsman) 


Illustrated Parts Breakdown — (Same 
as above) . 


Overhaul Instructions with Parts 
Breakdown — Tachometer Generator, 
Type AN 5547-2, Model H60-050 
(Jack and Heintz) 


Overhaul Instructions with Parts 
Breakdown — Tachometer Generator, 
Type AN 5547-3, Model H60-000 
(Jack and Heintz) 


Overhaul Instructions — Electric 
Tachometer Indicator, Types E-32 
and E-32A Part No. 1461D-8-03, 
1461DU-8-03, 1461CU-8-03, 
1461BU-8-03, 1461U-8-03 and 
1461FX-8-03 (Kollsman) 


Llustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Electric 
Tachometer Indicator, Percent RPM, 
Type E-34, Part No. 1467-4-03 
(Kolls man) 


Nlustrated Parts Breakdown — (Same 
as above) ; 


Overhaul Instructions with Parts 
Breakdown — Tachometer Indicator, 
Type E-34, Model 8DJ57HAAS, HAA2, 
HAA3 and HAA4 (General Electric) 


Operation and Service Instructions — 
Thermocouples, Leads and Indicators 


Operation, Maintenance and Overhaul 
Instructions with Parts Breakdown — 
Ratio Resistance Type Thermometers 
(Weston) 


Handbook with Parts Breakdown — 
Ratiometer Type Thermometer 
(Edison) 


Marking Zero Adjuster, all Thermo- 
couple Temperature Indicators — All 


M 


RAI 


Aircraft (DD Form 82%1 (Aircraft) entry) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Single 
Temperature Indicators, Jet Exhaust, 
Types K-3, K-7, Models 17B25, 
17B31, 17B531 (Lewis) 


M 


M 


ACCOMP 
LEVEL 


W/B 




















T.O. NO. 


TITLE 


ENGINE INSTRUMENTS (CONT) 


5E6-3-4-14 


5£6-3-15-13 


5E6-3-35-1 


Iilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions with Parts 
Breakdown — Indicator Temperature, 
Thermocouple, Engine Exhaust, 0° to 
1000°C Range, Type K-8, Part No. 
461-424 and -1 (Hickok) 


Operation, Service and Overhaul 
Instructions with Parts Breakdown — 
Thermometer Indicator (Ratiometer), 
Models 47B34N, 47B52A and 47B52N 
(Lewis) 


FLIGHT INSTRUMENTS 


fF2-4-3 


5F2-4-4 


5F2-4-13 


5F-2-4-14 


5F3-1-501 


5F3-1-505 


5F3~4-2-1 


5F3-4-2-3 


SF3-4-2-4 


5F3-4-2-23 


5F3-4-2-24 


5F3-4-6-1 


5F8-2-1-1 


5F8-2-6-3 


5F8-2-6-4 


5F8-2-9-3 


5F8-2-9-4 


5SF8-3-4-4 


5F8-3-4-11 


5F8-3-4-501 


5SF8-3-4-502 


Overhaul Instructions — Accelerom- 
eter, Types B-4 and B-6 (Eclipse- 
Pioneer) 


Iilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Accelerom- 
eter, Type B-6, Part No. 2117-800 
(Burton) 


Illustrated Parts Breakdown — Same 
as above) 


Modification of Altimeter Dial 
Presentation 


Inspection of Modified Altimeters for 
Friction and Proper Alignment of 
Pointers 


Operation and Service Instructions — 
Sensitive Altimeters, Types C-12, 
-12A, -13, -16, AN5760-1, -2, -2A, 
-4, -L2, -L2A, -T2A (Kollsman) 


Overhaul Instructions — (Same as 
above) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Sensitive 
Altimeters, Types AN5760-4B, -L4B, 
-T2A and -T4A Part No 1845X-4-03, 
371 P-4-01, 671CLU-4-035, -4-038, 
-8-030, 671CPU-19-015, 671CPX-4- 
037 and -038 (Kollsman) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Altimeters, Types C, D, H (Kollsman) 


Instructions for Calibration, Airspeed 
Indicator Installations 


Overhaul Instructions — Indicator, 
Maximum Allowable Airspeed, Types 
F-4, -5, L-4, -5, (Kollsman) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Sensitive 
Maximum Allowable Airspeed Indi- 
cator, Types L-7 and L-7A, Part No. 
1214X-8-05, 1214BX-8-05, 1214CX- 
8-05 and 1214DX-8-05 (Kollsman) 


Ilustrated Parts Breakdown — (Same 
as above) 


Ilustrated Parts Breakdown — (Same 
as above) 


Pilot’s Operating Instructions — Type 
J-8 Attitude Indicator on All Aircraft 


T.O. 1F-86F-01 


ACCOMP 


TYPE LEVEL 


M 


M 


Replacement of Caging Bearings, Type RA2 D 
J-8 Attitude Indicators (Eclipse-Pioneer) 


Modification of Low Inertia Motor, Type RA2 D 


J-8 Aititude Indicator (Eclipse-Pioneer) 





T.O. NO. 
5F8-3-4-503 


5F8-3-4-504 © 


5F8-3-4-505, A 
5F8-3-4-506, A 


5F8-4-4-3 


5SF8-4-4-4 


SF8-4-7-3 


SF8-4-7-4 


5F8-8-3-3 


5F8-8-3-4 


5F8-8-3-13 


5F8-8-3-14 
5F8-8-3-23 
5SF8-8-3-24 


5F8-9-1-501 


5SF8-9-2-1 


5F8-9-2-13 
5F8-9-~2-14 


5F8-9-3-1 


5SF8-9-3-11 


5F11-2-1 


TITLE 


Bezel Modification, Type J-8 Attitude 
Indicator 


Modification of Attitude Horizon Indi- 
cator, Type J-8, Eclipse-Pioneer 
Types 14602-1J-Al and -B1 


Rework of Sun Gear, Type J-8 
Attitude Indicator 


Modification of Type J-8 Attitude 
Horizon Indicator, Part No. 14602 


Overhaul Instructions — Bank and 
Turn Indicator, Type C-6; Turn and 
Slip Indicator, MS28024-1 (R. C. Allen) 


` Illustrated Parts Breakdown — (Same 


as above) 


Overhaul Instructions — Bank and 
Turn Indicator Assemblies, Types 
C-5, C-6, AN5819-3, AN5819T3, T4 
and MS28024-1, Models B4, -A, -B, 
B4A, -A, -B, B4B, -A, -B, -D, -E, 
-F, -K, -L, -M, -N, -P and -T 
(Schwien) 


Ilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions -- Transonic 
Machmeter, Types A~2, -2A and -2B, 
Part No 950BU-5-03, 950CU-8-03, 
-8-04, 950DX-4-03 and 950EX-4-03 
(Kolisman) 


Nlustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Machmeter, 
Pitot Static, Kollsman Type F09501- 
04-003, AF Type A-2B, AF Stock No. 
6025-F09501-04-003 


Mlustrated Parts Breakdown — (Same - 
as above) 


Overhaul Instructions — Machmeter, 
Type A-2B, Part No. 2115-800 (Burton) 


Ilustrated Parts Breakdown — Same 
as above) ; 


General Leak Test of Type C-2 and 
AN5825 Rate of Climb Indicator 
(Kolls man) 


Operation, Service and Overhaul 
Instructions with Parts Catalog — 
Rate of Climb Indicators, Types 
AN5825, Part No. 716U-03, 716BK- 
5-046, -8-036, 716BU~8-036, -4-052 
and 716CU-4-052 (Kollsman) 


Overhaul Instructions — Rate of Climb 
Indicator, Type AN5825-7, Part No. 
RC-60 (Aerosonic) 


Mllustrated Parts Breakdown — (Same 
as above) 


Operation, Service and Overhaul 
Instructions with Parts Catalog — 
Rate of Climb Indicators, Types C-2 
and C-3 (Eclipse-Pioneer) 


Handbook of Instructions with Parts 
Breakdown — Rate of Climb Indicator, 
Type C-2 (Kollsman) 


Operation and Service Instructions — 
Static Tubes, Pitot, Static and Pitot 
(Kollsman, Manning Bowman, Wiegand, 
Gerity-Adrian) 


M 


M 


M 


M 


M 


RA2 


M 


M 


Section I 


ACCOMP 
LEVEL 


D 


D 


LIQUID-LEVEL, QUANTITY AND FLOW MEASURING INSTRUMENTS 


5SL1-3-1-1 


5L2-2-2-3 


Aircraft 


Overhaul Instructions — Fuel Flow- 
meter Amplifiers, Part No. 16501-1-C, 
-2-C, 16502-1~A, -1-D, -2-B, -2-C, 
16511-1-A, -1-B, -1-D and 16512-1A; 
Servo Amplifier, Part No 15425-1-A 
(Eclipse-Pioneer) 


Fuel Flowmeter Systems, Jet Powered 


I 


M 








Section I T.O. 1F-86F-01 


ACCOMP 
T.O. NO. TITLE TYPE LEVEL 


LIQUID-LEVEL, QUANTITY AND FLOW MEASURING INSTRUMENTS (CONT) 


5L2-2-2-4 Ilustrated Parts Breakdown — Ampli- M 
fier, Fuel Flowmeter, Part No. 
16501-1-C, -2-C, 16502-1-A, -2-B, 
-2-C, 16511-1-A, -1-B, 16512-1-A; 
Servo Amplifier, Part No. 15425-1-A 
(Eclipse-Pioneer) 


5L6-2-4-3 Overhaul Instructions — Single Autosyn M 
Indicators, Types 6200, 6201, 6400, 
25100 and 25200 (Eclipse- Pioneer) 


5L6-2-4-4 Illustrated Parts Breakdown — (Same M 
as above) 
5L6-2-7-3 Overhaul Instructions — Total Fuel M 


Flow and Fuel Remaining Indicators, 
Part No 36700-1A-1-Al, -A3, -B1, 
-1C-1-A3, -1D-1-B1, 36701-2A-2-Al, 
-B1, 36702-1B-1-A1, 36703-2B-2-A2, 
-3A-2-Al, -B1 and 36705-8A-1-A4 
(Eclipse-Pioneer) 


5L6-2-7-4 Illustrated Parts Breakdown — (Same M 
as above) 

5L6-2-7-502 Modification of Fuel Flow Indicator, RA2 D 
Part No 36700-1A-A3 (Eclipse- 
Pioneer) 

5L6-3-1-33 Overhaul Instructions — Quantity Indi- M 


cators (Liquidometer) 


5L6-3-1-34,C Illustrated Parts Breakdown — (Same M 
as above) 


5L6-3-2-3 Overhaul Instructions — Quantity and M 
Pressure Indicators, Types EA711 and 
EA721 (Liquidometer) 


5L6-3-2-4 Illustrated Parts Breakdown — (Same M 
as above) 
5L12-2-3-3 Overhaul Instructions — Liquidensi- M 


tometers, Part No. EA904A-C-1, 
EA904E1-A-1, EA909-C-1, EA909E2- 
A-1, EA915-B-1, EA915-B-1A, 
EA915B-A-1, EA915D4-A-1 and 
EA915D5-A-1 (Liquidometer) 


5L12-2-3-4 Ilustrated Parts Breakdown — (Same M 
as above) 

5L12~-3-1-33 Overhaul Instructions — Float-Operated M 
Switches (Liquodmeter) 

5L12-3-1-34 Illustrated Parts Breakdown — (Same M 
as above) š : 

5L13~-2-2-3 Overhaul Instructions — Fuel Flow M 


Transmitters, Types A~7, B-1A, 

B-3A, J-2, J-3, J-4 and J-5, Part No. 
9057-10-B1, 9100-4-Bl, -4-B1A, 
~4-B2A, -5-A, -5-Al, -5-BIA, -7-Al, 
-7-A4, -T-A4A, -7-B2A, -7-B3A, 
9102-12-B2, ~12-B2A, -12-B3A, 
-12-C1, 9104-12-Al, -12-A2, -12-A2A, 
-12-A4, -12-A6A, 9105-10-B1A, 12-Al, 
~12-A1A, 9106-12-Al, -12B1A, 9107- 
4-A1A, -7-Al, -7-A1A, 9110-7-A1A, 
9112-14-A1A and 9114-7-A1A (Eclipse- 
Pioneer) 


5L13-2-2-4,C Hlustrated Parts Breakdown — (Same M 
as above) 


5L14-3-8-3 Overhaul Instructions — Tank Units M 
(Liquidometer) 


5L14-3-8-4,C Nlustrated Parts Breakdown — (Same M 
as above) i 


5L14-3-8-293 Overhaul Instructions with Parts M 
Breakdown — Tank Unit Assembly, 
Part No. EA381-1442 (Liquidometer) 


5L14-3-8-501,D Modification of Potentiometer Contact RA2 D 
Arm — Float Operated Type Tank 
Unit — F-86A, E and F 


ELECTRIC CIRCUIT INSTRUMENTS 
5M1-1-33 Overhaul Instructions — Voltmeters, M 


Ammeters and Volt-Ammeters 
(Weston) (Hickok) (Westinghouse) 


T.O. NO. 
5M1-2-1-33 


5M1-2-4-3 


5M1-2-4-13 


5M1-2-4-23 


SMI -~2-4-24 


5M1-4-3-3 


5M1-4-3-13 


5M1-4-3-23 


5M1 -4-3-24 


ACCOMP 
TITLE TYPE LEVEL 


Overhaul Instructions with Parts M 
Breakdown — Ammeter, Types G-1 : 
and J-1 (Roller-Smith) 


Overhaul Instructions — Direct Current M 
Ammeter, Type J-1, Part No. 128308 
(Weston) 


Overhaul Instructions — Direct Current M 
Ammeter, Type J-1 (DeJur Amsco) 





Overhaul Instructions — DC Ammeter, M 
Type J-1, Part No. Z-22.84 and 
Z-22.91 {(DeJur Amsco Corp.) 


Illustrated Parts Breakdown — (Sam M 
as above) . 


Overhaul Instructions — Voltmeter, M 
Type AN3203V30, Model 8DW53VBAI10 
(General Electric) 


Overhaul Instructions — Direct Current M 
Voltmeter, Type AN3203V30, Part No. 
135244 (Weston) 


Overhaul Instructions ~ Voltmeter, M 
Type AN3203V30 and AN323V150 
(Hickok) 


Illustrated Parts Breakdown — (Same M 
as above) 


NAVIGATION INSTRUMENTS 


5N1-2-3-1 


5N1-2-4-1 


5N2-2-2-3 


5N2-2-2-4 


5N2-2-2-502 


5N2-2-2-503 


5N3-3-2-13 


5N3-3-2-14 


5N3-3-2-23 


5N3-3-2-33 


5N3-3-2-34 


5N6-2-2-3 


5N6-2-2-4 


5N8-1-501 


5N8-4-3-3 


5N8-4-3-4 


Operation and Service Instructions — M 
Slaved Gyro Magnetic Compass 
System, Type J-1 (Sperry) 


Operation and Service Instructions — M 
Slaved Gyro Nagnetic Compass 
System, Type J-2 (Sperry) 


Overhaul Instructions — Compass M 
Amplifier, Type A-2; Single-Channel 
Amplifier (Sperry) 





Illustrated Parts Breakdown — (Same M 
as above) 


Replacement of 1/4 Ampere Fusewith RA2 D 
3/4 Ampere Fuse in Type A-2 Single 
Channel Amplifier, Part No. 653278 


Installation of Fuse Block Assembly, RA2 D 
Type A-2 Amplifier, Part No. 653278 


Overhaul Instructions — Magnetic M 
Compass, Models AN5766-3, -T3 and 
-T4 (Airpath) 


Illustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — Standby M 
Compass, Type AN5766-T3 (White- 
Rodgers) 


Overhaul Instructions — Standby M 
Compass, Type ANS766T3, Part No. 
1630U-4-03 and 1630X-4-03 (Kollsman) 


Ilustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — Directional M 
Gyro Control, Types S-1, -3, -3A 
and -3B (Sperry) 


Illustrated Parts Breakdown — Direc- M 
tional Gyro Controls, Types S-1, S-3 
and S-3A (Sperry) 





Installation of .25 MFD. Capacitor, RA2 D 
Types V-2and V-3Slaved Gyro Mag- 
netic Compass Settable Dial Indicators 


Overhaul Instructions -- Gyro Mag- M 
netic Compass Indicators, Types 
V-7A and V-8 (Kearfott) 


Illustrated Parts Breakdown — Gyro M 
Magnetic Compass Indicators, Types 
V-7A and V-8, Part No. 15700 and 

18520 (Kearfott) 








T.O. 1F-86F-01 


f ACCOMP 
T.O. NO. TITLE TYPE LEVEL 


NAVIGATION INSTRUMENTS (CONT) 


5N11-2-1-41 . Operation, Service and Overhaul In- M 
Structions — Aircraft Clocks, Types 
A-11, A-11-T1A, AN5743, AN5743-T1A, 
-1A, -L1A, Part No 22809, 22809A, 
22809-T1A, -1A, -LIA (Waltham) 


5N11~-2-1-44 Illustrated Parts Breakdown — (Same M 
as above) 
5N11-2-2-4 Illustrated Parts Breakdown — Air- M 


“craft Clock, Type AN5743-1A 
{Longines -Wittnauer) 


5N11-2-3-1 Handbook with Parts Breakdown — M 
à Navigation Clock, Type A-11 (Bulova) 


5N11-2-4-3 Overhaul Instructions with Parts M 
Breakdown — Aircraft Clock, Type 
A-13A, Part No. 22322-S-ET-12 
(Waltham Watch Company) 


POSITION AND PRESSURE INSTRUMENTS 


5P2-11 Cold Weather Operation of Oil- . I-W 
Pressure Gages 


5P2-2-1-31 Operation, Service and Overhaul M 
Instructions — Pressure Gages, (U.S. 
Gauge, Electric Auto-Lite, Manning, 
' Maxwell and Moore, McGrath) 


5P2-2-1-34 Illustrated Parts Breakdown — (Same M 
as above) 
5P2-2-1-51 Operation, Service and Overhaul M 


Instructions with Parts Breakdown — 
Gages, Oil and Hydraulic Pressure 


(U.S. Gauge) 

§P2-2-4-3 Overhaul Instructions — Hydraulic M 
Pressure Gage, Type ANST771T7A 
(U.S. Gauge) 

5P2-2-4-4 Nlustrated Parts Breakdown — (Same M 
as above) 

5P3-1-31 Operation, Service and Overhaul M 


Instructions — Indicators and Trans- 
mitters, Autosyn Indicating Systems 
(Eclipse-Pioneer) 


5P3-1-34 Illustrated Parts Breakdown -- Single M 
Autosyn Indicators (Eclipse-Pioneer) 


5P3-2-2-3 Overhaul Instructions with Parts M 
Breakdown — Cabin Pressure Airflow 
Indicator, Type A-1, Part No. LF-3 
(Lackner) 


5P3-3-1-31 Operation and Service Instructions — M 
Position Indicators and Transmitters 
(General Electric) 


5P3-3-1-43 Overhaul Instructions — DC Selsyn M 
Position Indicators and Transmitters 
{General Electric) 


5P3-3-1-44 Dlustrated Parts Breakdown — (Same M 
as above) 


5P3-3-3-3 Overhaul Instructions with Parts M 
‘ Breakdown — Indicator, Position, 
Landing Gear, Individual Indicating, 
28 Volt DC, Type AN5839-1 (Keystone) 


5P3-4-1-53 Overhaul Instructions — Fuel and Oil M 
Pressure Autosyn Indicators and Trans- 
. mitter, Types B-16, C-27, E-5; F-2 
and -3 (Eclipse- Pioneer) 


5P3-4-2-3 Overhaul Instructions — Pressurized M 
Aircraft Cabin Pressure Indicator, 
Type A-1 (Kollsman) 


5P3-4-2-4 Ilustrated Parts Breakdown — (Same M 
as above) 

5P3-4-2-13 Overhaul Instructions — Cabin Pres- M 
sure Indicator, Type A-1 (Eclipse- 
Pioneer) 

5P3-4-2-14 Illustrated Parts Breakdown — (Same M 
as above) 


T.O. NO. 


5P3-4-12-3 


5P3-4-12-13 


5P3-4-12-33 


5P3-4-12-43 


5P5-3-1-34 
5P5-3-1-43 
5P5-3-1-44 


5P5-3-1-53 


5P5-3-1-54 


5P5-3-1-63 


5P5-3-1-64 


5P5-3-1-73 


5P5-3-1-74 


5P-5-3-8-3 


5P5-3-8-4 ` 


AIRCRAFT 
GENERAL 


6-1-2 
6-1-33 
6-1-34 


6-1-501 


TITLE 


Overhaul Instructions with Parts 
Breakdown — Oil Pressure Indicator, 
Synchro Style, AF Type MS28010-2, 
P/N 1558B-041040 (Kollsman) | 


Overhaul Instructions — Synchro Style 
Oil Pressure Indicators with Autosyn 
Assembly, Types MS28010-2 and -3 
(U.S. Gauge) 


Overhaul Instructions with Parts 
Breakdown — Oil Pressure Indicator, 
Synchro Style, Type MS28010-2 
(Kollsman) 


Overhaul Instructions with Parts 
Breakdown — Oil Pressure Indicator, 
Synchro Style, Type MS28010-2, Part 
No. PI-101C (Standard Coil) 


‘Iustrated Parts Breakdown — Pres- 


sure Autosyn Transmitters (Eclipse- 
Pioneer) 


Overhaul Instructions — Autosyn 
Transmitters, Types E-2, E-5, E-7 
and F-3.(Eclipse-Pioneer) 


Nlustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Autosyn 
Transmitters, Types E-1, F-2, L-1 
and M-1, Part No. 7500 and 7502 ` 
(Eclipse-Pioneer) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Teletorque 
Pressure Transmitters, Types M-1, 
F-2, F-3 Part No. 1228-041040, ‘ 
-041041, -041042. 1228B-041041, 
1369-041042 (Kollsman) 


Llustrated Parts Breakdown — Tele- 
torque Pressure Transmitters, Types 
M-1, F-2 and F-3 (Kollsman) 


Overhaul Instructions — Oil and Fuel 
Pressure Transmitter, Synchro Style 
Types F-2A, F-3, F-3A, MS28005-2, 
MS28005-3, MS28005-4 and Type 1 
(MIL-T-7748), Part No. ST-3E and 
ST-9A (U.S. Gauge) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Hydraulic 
Pressure Transmitter, Synchro Style, 
Types N-1, N-1A and MS28005-5 
(U.S. Gauge) 


Illustrated Parts Breakdown — (Same 
as above) 


TYPE 


M 


M 


M 


M 


M 


Section I 


ACCOMP 
LEVEL 


FUEL SYSTEMS AND EQUIPMENT PUBLICATIONS 


Standardization of All Fuel Booster 
Pumps 


Overhaul Instructions — Check Valves 
(Parker) 


Illustrated Parts Breakdown — (Same 
as above) 


Test Fluid for Aircraft Fuel System 
Components 


RAI 


M 


M 


RAZ 


W/B 


D 


AIRCRAFT AND ENGINE FUEL SYSTEMS AND EQUIPMENT — TURBOJET 
AND TURBOPROPELLER 


6J3-1-1 


6J3-3-3-3,C 


6J3-3-3-4,C 


Oil Flushings of Jet Engines Fuel 
Accessories 


Overhaul Instructions — Emergency 
Regulator Assembly, Model EC-2 
(Chandler-Evans) 


- Illustrated Parts Breakdown — (Same 


as above) 


M 


M 





Section I 


T.O. NO. 


TITLE 





TYPE 


T.O. 1F-86F-01 


ACCOMP 
LEVEL 


AIRCRAFT AND ENGINE FUEL SYSTEMS AND EQUIPMENT — TURBOJET 
AND TURBOPROPELLER (CONT) 


6J3-3-3-5 


6J5-15-3 


6J5-15-4 


6J5-18-3 


6J5-18-4 


6J10-3-26-3,C 


6J10~-3-26-4 


6J14-2-2-53 


fena-2-2-51 2 


6J14-3-2-3 


6J14-3-2-4 


6J15-2-13-3 


6J15-3-5-3 


6J15-3-5~4 


6J15-17-5-3 


6J15-17-5-43 


Overhaul Changes Applicable to Emer- 


gency Fuel Regulator, Model EC-2 
(8300 Series) 


-Overhaul Instructions — Fuel Filter 


Assembly, Part No. 42005, 42105, 
Rev. A 42355 (Koehler Aircraft 
Products) 


Ilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Micronic 
Filters, Part No. 3618, 3618A, 3656, 
3666, 3680, 3694-1, 3796 and 6756 
(Hydro-Aire) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Electrically 
Driven Fluid Pumps, Part No. 20386-2 
-3, -4, -5, -6, -7, -8, -9, -10, -11, 


-12, 22921, 23387-8, 28386-2, -3, -4, 


-5, -6, -7, -8, -9, -10, -11, -12 and 
28387-8 (Adel) 

Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions with Parts 
Breakdown — Jettisonable Fuel Tank, 
120 Gallon Capacity, Part No. 
136-10001 (Pastushin) 


Modification of F-86F Aircraft 120 
Gallon Drop Tank Installation, Part 
No. 172-48201-151 and -152 


Overhaul Instructions — External 
Stores Force Ejection Pylon, Part 
No. 145-20500 (Pastushin) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions with Parts 
Breakdown — Swing Check Valve 
Assembly (No Cap), Part No. 
10-2750-79 (Parker) 


Overhaul Instructions — Fuel Level 
Control Valves, Models K-1880D, 
K-1950D (Koehler) 


Ilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions with Parts 
Breakdown — Motor Actuated Slide 
Valve, Part No. WE451-2D (Whittaker) 


Overhaul! Instructions with Parts 
Breakdown — Motor Actuated Slide 
Valve, Part No, W7946D, W7955-2D 
and WE456-2D (Whittaker) 


RA2 D 


M 


RAI W/B 


AIRCRAFT AND ENGINE FUEL SYSTEMS — RECIPROCATING 


6R5-2-1-1 


6R5-2-1-31,C 


6R5-2-4-23, D 


6R5-2-4-24 


6R9-2-1-1 


6R9-4-1-33 


10 


Operation of Fuel Booster Pump, 
Aircraft General 


Operation, Service and Overhaul 
Instructions with Illustrated Parts 
Breakdown — Motor-Driven Fuel 
Booster Pumps (Thompson) 


Overhaul Instructions — Submerged 
Fuel Booster Pumps, Types B-5B, 
-5C, -18, -19 and -25; Models 
TF-27000, -27200,-27300, -27400, 
-27800 - 27900, -28300, -28600, 
-28700, -29800, -30200, -31000, 
~31400, -31500, -31600, -P546 and 
31700 Series (Thompson) 


Hlustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions 
with Parts Breakdown — Check Valves 
(Parker) 


Overhaul Instructions — Drain Valves 
(Koehler) 


M 


M 


M 


M 


T.O. NO. 


6R9-4-1-34 


6R9-4-1-43 


6R9-4-1-44 


6R9-10-13-3 


6R9-10-13-4 


6R9-10-14-3,C 


6R9-10-14-4 


TITLE 


Blustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Ball Type 
Drain Valves (Koehler) 


Ilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Electric Shut- 
Off Gate Valves, Part No. 1624, 3224, 
3260, 3288-27-0-1, 3290-0-0, -19-0, 
-36-36, and 6046 (Hydro-Aire) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Solenoid and 
Motor Actuated Aircraft Shut-Off and 
Selector Valves, Type No. AV-1, -2, 
-3, -5, -6, -7, -9, -11, -12, -14, 
-16 (General Controls Co.) 


Ilustrated Parts Breakdown — (Same 
as above) 


TYPE 


ACCOMP 


LEVEL 


M 


M 


M 


M 





M 


M- 


AIRCRAFT ENGINE LUBRICATING SYSTEMS AND EQUIPMENT 


PUBLICATIONS 


JET ENGINE AIRCRAFT LUBRICATING SYSTEMS AND COMPONENTS 


7J1-9-3,C, D 


7J1-9-4 


7J5-2-6-13 


7J5-2-6-14 


Overhaul Instructions — Oil Coolers 
P/N 86344, 86997, -0-3, -1, -1-4, 
-3, -3-3, 87099, -1, 87329, -1-1, 
87379, 87425, 87490, 87509, -20, 
-20-3, -30, -30-3, -40, -40-3, -60, 
-60-3, 87516 and 87559; Model OC1-2, 
-6, -7, -8, -10, -11, -12, -14 and 
OCTF100-16; Oil to Fuel Cooler P/N 
87670-1; Heat Exhanger P/N 86787; 
Fuel Heater P/N 87889 (AiResearch) 


Mlustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Thermostatic 
Temperature Control Valves, Part No. 
18815, 18822, 18850, 18870 and 18960, 
Model OTSV4-1, OTSV2-1, OTSV4-2 
and OTSV3-1 (AiResearch) 


Illustrated Parts Breakdown — (Same 
as above) 


M 





AIRCRAFT ELECTRICAL SYSTEMS AND EQUIPMENT PUBLICATIONS 


GENERAL 


8-1-1 


8-1-2 


8-1-4 


Aircraft Electrical System Inspection, 


Maintenance and Installation Procedures 


(See T.O. 33-1-11) 


(See T.O. 12-1-58) 


I 


COMBINATION ALTERNATING AND DIRECT CURRENT — AIRCRAFT 
ELECTRICAL EQUIPMENT 


8C7-1-509,A 


8C7-2-14-3 


8C7-2-14-4 


8CT-6-2-3 


8CT-6-2-4 


8C7-6-3-23 


8C7-6-3-24 


Replacement of Shock Mounts and 
Modification of Voltage and Frequency 
Control Amplifiers on Part No. 
SD-135-3, -4, SE-2-1, -2-2, SE-6-1, 
~6-2 and -7-1 Inverters 


Overhaul Instructions — Inverters, 
Part No. SE-16-2 (Leland) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Inverters, 
Type D-4, Models F35, F35K and F36 
(Jack and Heintz) 


Mustrated Parts Breakdown — 
as above) 


(Same 


Overhaul Instructions — AN3515-1 In- 
verter, Part No. SD-135-3 (Leland) 


Dlustrated Parts Breakdown — (Same 
as above) 


RA2 D 





M 


T.O. 1F-86F-01 


ACCOMP 
T.O. NO. TITLE TYPE LEVEL 


COMBINATION ALTERNATING AND DIRECT CURRENT — AIRCRAFT 
ELECTRICAL EQUIPMENT (CONT) 


8C11-2-2-13 Overhaul Instructions — Type E-1 M 
Static Converter, Part No. 316-D-1 
(Electronic Measurements) 


8C11-2-2-14 Ilustrated Parts Breakdown — (Same M 
as above) 

8C11-2-2-23 Overhaul Instructions — Static Con- M 
verter Type E-1, Models 305 and A 
(Varo) 

8C11-2-2-24 Illustrated Parts Breakdown — (Same M 
as above) 

8C11-2-2-33 Overhaul Instructions — Static Con- M 


verter, Type E-1, Part No.327-1015 
(Electronic Measurements) 


8C11-2-2-34 Illustrated Parts Breakdown — (Same M 
as above) 

8C11-2-2-43 Overhaul Instructions — Static Con- M 
verter, Type E-1A, Model 3052 (Varo) 

8C11-2-2-44 Illustrated Parts Breakdown — (Same M 
as above) 

8C11-2-2-53 Overhaul Instructions with Parts M 


Breakdown — Static Converter, Type 
E-1A, Part No. 101-501 (Mercury 
Electronic Co) 


8C11-3-3-13 Overhaul Instructions — Power Supply, M 
Gun-Bomb-Rocket Sight, Type D-4 
(Sorensen) 


DIRECT CURRENT — AIRCRAFT ELECTRICAL EQUIPMENT 


8D-1-34 Ilustrated Parts Breakdown and Inter- M 
changeable Parts List — Aircraft Ac- 
cessory Equipment (Eclipse- Pioneer) 


8D1-1-163 Overhaul Instructions — Aircraft M 
: Actuators, Models D100B, D750B, 
D380, D1040-1, -2, -3, C120, C280 
and C-290 (Hoover Electric) 


8D1-1-164 Illustrated Parts Breakdown — (Same M 
as above) 
8D1 -4-4-23 Overhaul Instructions with Parts M 


Breakdown — Cockpit Canopy Actua- 
tor, Part No. D380 (Hoover) 


8D1-7-6-3 Overhaul Instructions — Wing Flap M 
Actuator, Part No. M-3320 
(Electronic-Communications) 


8D1-7-6-4 Illustrated Parts Breakdown'~ (Same M 
as above) 
8D1-7-11-3,C Overhaul Instructions — Electro- M 


mechanical-Linear Actuator, Part No. 
D1010 and -M1, AF Stock No. 4242- 
1680-516-8381 and 4242-1680-517-8974 
(Hoover Electric) 


8D1-7-11-4 Illustrated Parts Breakdown — (Same M 
as above) 
8D1-11-11-3 Overhaul Instructions — Aircraft M 


Actuators (Components of Tempera- 
ture Control System) Model FYLC 
Series (Barber-Colman) 


8D1-11-11-4 Illustrated Parts Breakdown — (Same M 
as above) 
8D1-15-34-3 Overhaul Instructions with Parts M 


Breakdown — DC Motor, Part No. 
D1000 (Hoover) 


8D2-1-31 Operation and Service Instructions — M 
Aircraft Storage Batteries and Venting 
Systems (Lead acid batteries) 


8D4-1-2 ‘Electrical Equipment, Table of I 
Approved Rheostats 


8D6-1-1 : Operation and Adjustment of 28 Volt, M 
DC Generator System 


T.O. NO. 
8D6-1-502 


8D6-1-503 


8D9-2-2-3 


8D9-2-2-4 


8D10-2-3-13 


8D10-2-3-14 


8D10-2-6-3 


8D10-2-6-4 


8D10-2-10-3 


8D10-2-10-4 


8D1C-3~4-3 


* 8D10-3-4-4 





TITLE 


Checking of 28 Volt DC Overvoltage 
Protection Systems 


Detection and Correction of Over- 
voltage in Aircraft DC Electrical 
System, All Aircraft 


Overhaul Instructions — Instrument 
Panel Vibrator, Part No.C10FA540, 
C10FA548 and C10FA549 (Globe 
Industries) 


Nlustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Electrically 
Retractable Landing Light Assemblies, 
Part No, AN3095 Series (Grimes 
Manufacturing Company) 


lllustrated Parts Breakdown — (Same 
as above 


Overhaul Instructions — Landing and 
Taxi Light Assemblies, Part No. 
G-4710, G-4710A, G-4710A-1, 
G-4710A-2, G-4715 and G-4715-1 
(Grimes) 


Ihlustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions ~ Electrically 
Retractable Landing Light, Part No. 
D-5530 (Grimes) 


Iustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Type C-4A 
Cockpit Light (Soderberg) 


Illustrated Parts Breakdown — (Same 
as above) 


TYPE 


M 


Section I 


ACCOMP 
LEVEL 


. W/B,D 


IGNITION SYSTEMS AND COMPONENTS — AIRCRAFT ELECTRICAL 


EQUIPMENT 
8E1-3-1-33 


RELAYS INCLUDING SOLENOIDS AND CONTACTORS — AIRCRAFT 


Overhaul Instructions — AC Jet 
Igniter Spark Plugs 


ELECTRICAL EQUIPMENT 


8R1-3-2-33 


8R1-3-2-34 


8R1-3-5-3 


8R1-3-5-4 


8R3-2-23 


8R3-2-24 


Overhaul Instructions AN3025-2 
Reverse Current Cutout Relays, 
Models A-702A, AA, AAB, AB and 
AH (Hartman) 


Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Generator 
Field Controt Relay, Type M-2, Part 
No. PR9502, PR9502A and PR9502AC 
(Phaostron) 


Mllustrated Parts Breakdown — (Same 
as above 


Overhaul Instructions — Relay, Part 
No. 7401-C and 7401-CBU (AN3380-1 


. and AN3380-2) (Leach) 


Miustrated Parts Breakdown — (Same 
as above) 


SWITCHES — AIRCRAFT ELECTRICAL EQUIPMENT 


8S2-3-4-273 


8S2-3-27-3 


8S2-3-27-4 


Overhaul Instructions — Pressure 
Actuated Switches, Model 1516 Series 
(Meletron) 


Overhaul Instructions — Hydraulic 
Pressure Switches, Part No. 13300-2, 
13900-2, 14326-2, 14330-2, 14334-2, 
20708-2, 20712-1, 20712-2, 21850-2, 
21854-2, 22716-1, 22716-2, 22720-1, 
22720- 2. 25006, 2, 24536-2- z 
(Saval) 


Illustrated Parts Breakdown — (Same 
as above) 





M 


M 


M 


M 


M 
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Section I 


T.O. NO. TITLE ` 


TYPE 





T.O. 1F-86F-01 


ACCOMP 
LEVEL 


SWITCHES — AIRCRAFT ELECTRICAL EQUIPMENT (CONT) 


` 8$2-3-30-3 Overhaul Instructions — Air Pressure 
Switch, Types PG208AS, B, C 
(Minneapolis-Honeywell) 
8S2-3-30-4 Mlustrated Parts Breakdown — (Same 
as above) 
8S2-3-67-3 Overhaul Instructions with Parts 


Breakdown — Pressure Switch, Part 
No. 4000-14 (Frebank) 


M 


M 


M 


AIRCRAFT HYDRAULIC, PNEUMATIC AND VACUUM SYSTEMS 


AND EQUIPMENT PUBLICATIONS 
HYDRAULIC SYSTEMS AND EQUIPMENT 
9H-1-1 Test Fluid — Aircraft Hydraulic 
Components : 
9H1-2-6-3 Overhaul Instructions — Hydraulic 
Accumulators, Part No. 161-58095, 
165-58042, 165-58047, -3, 177-58047, 
180-58047 and -3 (North American) 
9H1-2-6-4 Illustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions — Hydraulic 
Power Control System Compensator 
and Reservoirs Part No. 165-58061, 
170-58010, 172-58038, 187-58038 
(North American) 


9H1-2-7-3 


9H1-2-7-4 Tilustrated Parts Breakdown — (Same 


as above) 


9H2-4-5-3,C,D, F Overhaul Instructions — Hydraulic 
Power Surface Control Actuators, 
Part No. 165-58705, -587130, -587206, 
170-58706, 176-58706, 187-58705, 
-58706, 192-58701, -58702 and -58703 
(North American) 


9H2-4-5-4,C Illustrated Parts Breakdown — 


Hydraulic Power Surface Control 
Actuators (North American) 
9H2-5-28-3 Overhaul Instructions — Hydraulic 
- Actuating Cylinders Part No. 187-58000 
Series (North American) 
9H2-5-28-4 Iustrated Parts Breakdown — (Same 


as above) 
9H2-5-28-501,A Modification of Landing Gear Uplock 
Cylinder Assembly, Part No. 187- 
58029-3 


Operation, Service and Overhaul 
Instructions with Parts Breakdown — 
Hydraulic Replaceable Reservoir Filter 
Element, Type AN6236-2 (Purolator) 


9H3-2-2-1 


9H3-2-23 Overhaul Instructions with Parts 
Breakdown — Hydraulic Filter, 
Replaceable Micronic Element, Line 
Type, Type PR-306, (AN-6234-3) 
(Purolator) : 


Overhaul Instructions with Parts 
Breakdown — Hydraulic Filters, Types 
PR-403-2 and G-187M-14, Part No. 
38426 and 38390 (Purolator) 


9H3-3-11-3 


9H3-3-12-3 Overhaul Instructions with Parts 
Breakdown — Hydraulic Filters, Types 
- PR-406 and -2, Part No. 31590 and 
38427 (Purolator) 
9H3-3-21-3 Overhaul Instructions with Parts 
Breakdown — Hydraulic Oil Filter, 
Type No. PR-403, Part No. 31589 
(Purolator) 
9H3-3-22-3 Overhaul Instructions with Parts 
Breakdown — Hydraulic Oil Filter, 
Type PR-303, Part No. 30017 
(Purolator) 


9H4-2-13-3,C,E Overhaul Instructions — Variable 


Delivery Hydraulic Pump, Model 
AA-32500-2 Series (Vickers) 


12 


M 


M 


M 


RA2 D 


T.O. NO. TITLE 


9H4-2-13-4 Illustrated Parts Breakdown — (Same M 


as above) 


9H4-2-24-3,C,D Overhaul Instructions — Stratopower M 
Motorized Hydraulic Pump (New York 
Air Brake) 
9H4-2-24-4,C Illustrated Parts Breakdown — (Same M 
as above) 


Installation Procedure for Leather I 
Back-Up Rings, Part No. AN6244, 
AN6246 and AN6291 


9H8~-1-1 


9H8-2-14-3 Overhaul Instructions — Relief Valve M 
Assemblies, Model AA-31300 Series 
(Vickers) 

9H8-2-14-4 Illustrated Parts Breakdown — (Same M 
as above) 

9H8-2-78-23 Overhaul Instructions with Parts M 
Breakdown — Valve, Relief, Hydraulic 
Pressure, AN6279-6CD, Part No. 

1030 (Droitcour) A 


Overhaul Instructions — Hydraulic M 
Valves and Dampeners (North American) 


9H8-5-15-3 


9H8-5-15~4 Illustrated Parts Breakdown — (Same M 


as above) x 
9H8-6-10-3,C Overhaul Instructions — Single and M 
Double Swing, Cone, and Metering 
Types Check Valves (Parker) 
988-6-10-4 Illustrated Parts Breakdown — (Same M 
as above) 
9H8-6-14-3 Overhaul Instructions with Parts M 
Breakdown — Cone Check Valve 
Assembly, Part No. 10-1547-5 
(Parker) 
9H8-10-2-2 Installation and Removal Instructions — M 
Hydraulic Self-Sealing Couplings ` 
(Aeroquip Series 145 and 155) 
9H8-14-14-3,C Overhaul Instructions — Selector M 
Assemblies (Whittaker) (Robertshaw- 
Fulton) (Saval) 


9H8-14-14-4 Ilustrated Parts Breakdown — (Same M 
as above)’ 

9H8-14-17-3 Overhaul Instructions — Three-Way M 
Solenoid Operated (Pull Type) Valves, 
Part No. 21899, 23569-3, -4, -7, 
25370 (Adel) 

9H8-14-17-4 Illustrated Parts Breakdown — (Same M 
as above) 

9H8-14-51-3 Overhaul Instructions — Hydraulic _M 
Selector Valves (Whittaker) (Saval) 

9H8-14-51-4 Illustrated Parts Breakdown — (Same ` M 
as above) 3 

9H8-14-62-3 Overhaul Instructions — Hydraulic M 
Boost Control Valves (North American) 

9H8-14-62-4 Illustrated Parts Breakdown — (Same M 
as above) 

9H8-14-105-3 Overhaul Instructions — Pilot M 
Operated Solenoid Hydraulic Vaives, 
Part No. 13-1002, 13-1010 and 
13-1018 (Proof Ind.) 

9H8-14-105-4 Illustrated Parts Breakdown — (Same M 
as above) 

9H8-14-105-23 Overhaul Instructions with Parts M 


Breakdown — Solenoid Pilot-Operated 
Selector Valve, Part No. 13-1054 


(Proof Ind.) 

9H8-14-106-3 Overhaul Instructions — Solenoid M 
Control Hydraulic Valve, Part No. 
14-1062 (Proof Ind.) 

9H8-14-106-4 Illustrated Parts Breakdown — (Same M 


as above) 


TYPE 


ACCOMP 
LEVEL 























T.O. NO. 


TITLE TYPE 


HYDRAULIC SYSTEMS AND EQUIPMENT (CONT) 


9H8-15-11-3 


9H8~-15-11-4 


9H8-15~12-3 


9H8-15-12-4 


9H8-16-3-3 


9H8-16-3-4 


Overhaul Instructions — Hydraulic M 
Pressure Reducing Valves, Part No. 
130-58079, 151-58079-3, -5 (North 
American) 


Illustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — Hydraulic M 
Pressure Reducer Valves, Part No. 

28100 and 28150 (Hydraulic Research 

and Mfg. Co.) 


Illustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions -- Hydraulic M 
Fuses, Type 1, Models 810, 811, 830, 
831 Series (Waterman) 


HRlustrated Parts Breakdown — (Same M 
as above) 


PNEUMATIC SYSTEMS AND EQUIPMENT 


9P4-3-4-3,C,D 


9P4-3-4-4 


9P4-3-4-504 


9P5-3-7-3 


9P5-3-7-4 


9P5-3-10-13,C, 
D,E 


9P5-3-10-14,C 


9P5-3-16-3 


9P5-3-16-4 


9P5-6-1-1 


9P5-12-7-3 


9P5-12-7-4 


PHOTOGRAPHIC EQUIPMENT, SUPPLIES AND SENSITIZED 


GENERAL 
10-1-1 


10-1-2 
10-1-15 
10-1-21 


10-1-135 
10-1-145 


10-1-164 


Overhaul Instructions — Compressor M 
and Compressor and Tank Assemblies, 
Type C-1, Model 32 Series (Cornelius) 


Illustrated Parts Breakdown — (Same -M 


. as above) 


Rework of Cornelius Type C-1 Com- RA2 
pressors, Part No. 32R100, 200, 300, 

400, ~1, -2, 32R500, -1, -3, -5, 

32R1000 and 1100 (DD Form 829-1) 
(Aircraft) entry) 


Overhaul Instructions — Regulating, M 
Jet-Type Aircraft, Anti-G Suit Valve, 
Types AN6538-1, -2, -3, (David Clark) 


Illustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — Absolute Air M 
Pressure Regulators, Part No. 312022, 
-1, -2, 312083 and 312157 (Gladden) 


Illustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — High Pressure M 
Regulator, Models 124-D-100, -1, -2, 
~3, ~4, -5, -6, -8, -9, -10, -11, -12 
and ~0300 (Cornelius) 


Illustrated Parts Breakdown — (Same M 
as above) 


Identification, Use Service and M 
Replacement of Seals, High Pressure 
Air Valve, Part No. AN6287-1) 


Overhaul Instructions — Check Valve, M 
Model 119-B-100-4 (Cornelius) 


Ilustrated Parts Breakdown — (Same M 
as above) 


MATERIALS PUBLICATIONS 


Photographic Equipment Maintenance I 


Photographic Equipment Classes 10-A, M 
-B, -C, -D and FSC Clases 6700 Series 


Removal of Batteries from Class 10 I 
Equipment 
Use of Department of Defense Tech- 1 


nical Publications 

Identification of Coated Lenses M 
Depot Acceptance Standards for USAF I 
Lenses 


Organization, Field, and Depot Mainte- M 
nance — Special Tools and Test Equip- 
ment, Class 10 Photograph Equipment 


T.O. 1F-86F-01 


ACCOMP 
LEVEL 


T.O. NO. TITLE TYPE 
AIRBORNE CAMERAS AND EQUIPMENT 
10A1-1-32 Service Instructions — Camera Lenses M 


10A1-2-1-43 Overhaul Instructions with Parts M 
Breakdown — Erector Assembly, 
Adjustable, AN-N6 Gun Camera, Part 
No. 51C17944 (Abrams) 


10A1-2-1-51 (See T.O. 10A2-4-3-1) 


10A1-2-2-1 Operation, Service and Overhaul M 
Instructions with Part Breakdown — 
Gun Cameras, Types N-6 and AN-N-6 
(Fairchild Camera) 


10A1-2-3-1 Operation and Service Instructions — M 
Gun Camera, Type N-9 (Bell and 
Howell) 

10A1-2-3-3 Overhaul Instructions — (Same as M 
above) 

10A1-2-3-4 Mlustrated Parts Breakdown — (Same M 
as above) 


10A1-2-3-501 Removal of Bolsey N-9 Gun Cameras RAI 
from Operation (DD Form 829-1 
(Aircraft) entry) 


10A1-2-3-503 Replacing Eccentric Over-Run Stud in RA2 
Type N-9 Gun Camera (AFTO Form 
10 entry) 


10A1-6-2-1 Operation and Service Instructions — M 
Aircraft Strike Attack Camera, Type 
P-2 (J. A. Maurer) 


10A1-6-2-3 Overhaul Instructions — (Same as M 
above) 

10A1 -6-2-4 Illustrated Parts Breakdown — (Same M 
as above) 

10A2-4-3-1 Operation, Service and Overhaul M 


Instructions with Parts Catalog — 
Film Magazine, Type AN-A-6 (Used 
with Types N-6 and AN-N-6 Gun 
Cameras) (Eastman) 


SENSITIZED MATERIALS AND SUPPLIES 


10J-1-4 Film, Paper and Chemicals, Storage, I 
Issue and Shipment 

10J-1-8 Classification of Aerial Film I 

10J-1-13 Sensitized Materials — Description I 


of Air Force Photographic Film 


10J-1-15 Aerial Roli Film-Rapid Processing I 


ARMAMENT EQUIPMENT PUBLICATIONS 


GENERAL 

11-1-3 Identification of Modifications to I 

i Armament Systems 

AMMUNITION 

11A-1-1,C,D, Ammunition Restricted or Suspended M 

E,F 

11A-1-3 Ammunition Renovation (TM 9-1905) M 

11A-1-10 General Instructions — Ammunition M 
Serviceability Procedures 

11A-1-10-20 Ammo Inspection Procedure — Air- M 
craft Rocket Launchers 

11A-1-20 Ammunition — General (TM 9-1900) 

11A~-1-32,A Instructions for Assembling Conical 
Fin Assemblies and Long Dimension 
Tail Fuzes on Bombs 

11A-1-33 Ground Handling of Aircraft I 
Containing Ammunition Explosive 
Material 

11A-1-34 Military Explosives (TM 9-1910) M 





w/B 


Section I 


ACCOMP 
LEVEL 


13 





Section I 


T.O. NO. 


T.O. 1F-86F-01 


ACCOMP 


TITLE TYPE LEVEL 


AMMUNITION (CONT) p ERAR 


11A-1-38 


11A1-1-10 


Minimum Safety Distances Between I 
Gasoline Storage Areas And Ammuni- 
tion and Explosive Areas peat 

> : -A 
Bomb Arming Methods, Internal- I 
External $ i 


BOMBING SYSTEMS AND EQUIPMENT 


11B1-MA2-11 


11B20-2-2-501 


11B29-3-5-23,C 
11B29-3-5-24 


11B29-3-8-3,C 


11B29-3-8-4 


11BA1-2-1-1 
11BA1-2-1-4 


11BA1-2-5-4 


11BA1-2-5-6 


11BA1-2-7-13 


11BA1-2-16-1 


14 


Operation and Service Instructions — M 
MA-2 LABS Computer Set (MH Type 
YG309B-5) Consisting of: Calibrator, 
Model BG29B-1; Accelerometer, Model 
GG22B-1; Cageable Vertical Gyro, 


` Model JG7044D-4; Cageable Yaw-Roll 


Gyro, Model JG7044E-5; Relay Box, 
Model RG33A-3; Timer, Model 432924; 
Indicator, Model 433421 (Minneapolis- 
Honeywell) 


Modification of Wings Level Sensing 
Sector, Model JG7044D-4, Cageable 
Vertical Gyro, MA-1A, MA-2 LABS 
(DD Form 829-1 (JG7044D-4 LABS 
Gyro) entry) 


Overhaul Instructions — Bomb Rack, M 
Type S-3 (Spriesh and Ainsworth) 


Illustrated Parts Breakdown — Same M 
as above) 


Overhaul Instructions — Aircraft Bomb M 
Rack, Types MA-4 and -4A (Handley 
Brown Heater Co.) 


Illustrated Parts Breakdown ~ (Same M 
as above) : 


Introduction to Bombing Tables (BT-2) M 


Tables of Slant Range in Nautical Miles M 
— Bomb, Practice, 100 Pound, M38A2; 
Bomb, General Purpose, 100 Pound, 
AN-M30 and AN-M30A1; Bomb, Smoke 
(WP) 100 pounds, M47A2; Bomb, Chem- 
ical, 115 Pound, M70 (Liquid Filled); 
Bomb, Genera) Purpose, 250 Pound, 
AN-M57 and AN-M57A1; Bomb, Frag- 
mentation, 260 Pound, M81; Bomb, 
General Purpose, 500 Pound, AN-M43, 
AN-M64 and AN-M64A1; Bomb, Semi- 
Armor-Piercing, 500 Pound, AN-M58; 
Bomb, Chemical, 500 Pound, AN-M78 
(CG Filled); Bomb, General Purpose, 
1000 Pound, AN-M44, AN-M65 and 
AN-M65A1; Bomb, Semi-Armor-Piercing, 
1000 Pound, AN-M59 and AN-M59Al1; 
Bomb, Chemical, 1000 Pound, AN-M79 
(CG Filled); Bomb, A. P., 1600 Pound, 
AN-Mk. 1; Bomb, General Purpose, 
2000 Pound, AN-M34, AN-M66 and 
AN-M66A1; Bomb, L. C., 4000 Pound, 
AN-M56 and AN-56A1; Cluster, Aimable, 
M17A1 (500 Pound Size) (110 Bomb, 
Incendiary, 4 Pound, AN-M50A2 and 
AN-M50XA3); Cluster, Aimable, M18 
{E6R2) (500 Pound Size) (38 Bomb, 
Incendiary Oil, 6 Pound, AN-M69); 
Cluster, Fragmentation Bomb, M27 
(500 Pound Size) (6 Bomb, Fragmenta- 
tion, 90 Pound, M82) (BTF SR-1) 


Bombing Tables — Bomb, Fragmenta- M 
tion, 220 Pound, AN-M88 (BTF 220-A-1) N, 
and/or BT 220-A-~1) 


Bombing Tables (Fluorescent) — M 
Cluster, Fragmentation Bomb M1, ! 
AN-MIA1, AN-M1 A2 (100 Pound Size) 

(6 Bomb, Fragmentation, 20 Pound 

M41, AN-M41A1 (BTF 20-A-3) 


Bombing Tables — Bomb, General M 
Purpose, 500 Pound, AN/M43, AN-M64, 
AN-M64A1 (BTF 500-A-5) 


Bomb, Target Identification, 250 M 
Pound, M89 (T1) M90 (T2), M98 (T17) 
M91 (T9), M100 (T19) (BTF 250-I-1) 





ACCOMP 
T.O. NO. TITLE TYPE LEVEL 
CHEMICAL WARFARE AGENTS, EQUIPMENT, EXPLOSIVES, GASES AND a 
WEAPONS 
11C2-1-1 Chemical Bombs and Clusters (TM M 
3-400) 
11C2-1-2 Disposal of Small Incendiary and I 
Smoke Bombs 
11C€2-1-3 Disposal of Large Incendiary and I 
Smoke Bombs 
11C2-1-4 Disposal of Incendiary and Smoke I 
Clusters © 
FIRE CONTROL SYSTEMS AND EQUIPMENT 
11F12-6-3-505 Modification of Reactor Bracket, RA1 W/B 
Part of Computer, Part No. 667494, 
A-4 Gun-Bomb-Rocket Sight (DD 
Form 829-1 (Aircraft) entry) 
11F12-6-3-506,B Standardization of Gyro Impedance of RAI W/B 


the Type A-4 Gun-Bomb-Rocket Sight 

Computer, Part No. 667494 (DD 

Form 829-1 (A-4 Sight Computer) entry) 
11F21-3-3-501,B Replacement of Heavy Weight Mirrors 
with Light Weight Mirror in Sight Head, 
Part No. 667499, Part of A-4GBR 
Sight (DD Form 829-1 (Aircraft) entry) 
11F21-3-3-502 Warning Stencil on Sight Head, Part 
No. 667499, Type A-4 Gun-Bomb- 
Rocket Sight 
11F21-3-3-503 Blackening of Parts in Sight Head, 
Part No. 667499, Type A-4 Gun-Bomb- 
Rocket Sight (DD Form 829-1 (Aircraft) 
entry) 
11F21-3-3-509,B Modification of the Range Relay 
Circuit in Sight Head, Part No. 
667499, Part of A-4 Sight 
11¥F21-3-3-511,E Modification to Provide Additional 
Reticle Position Adjustments, A-4 
Gun-Bomb-Rocket Sight (DD Form 
829-1 entry) 
11F35-2-10-2 Maintenance Instructions — Radar 
Set AN/APG-30 
11F39-2-2-1,A Operation and Service Instructions — 
Gyro Computing Sight (Gun-Bomb- 
Rocket ) Type A-1C(M) (Sperry) 


Nllustrated Parts Breakdown — Gyro 
Computing Sight (Gun-Bomb-Rocket), 
Type A-1C(M) 


11F39-2-2-4,A 


Installation of Sight Sensitivity Plug 
A-1CM Gun-Bomb-Rocket Sight (DD 
Form 829-1 entry) 


11F39-2-2-506,B 


PERSONNEL EJECTION SYSTEMS 


11P3-2-2-5 Maintenance Engineering Standard — 
Inspection, Repair and Modification 
of M4 Delay Initiators 

11P3-3-2-5 Inspection, Repair and Modification 


of M3 Initiators 
WEAPONS AND EQUIPMENT 
11W1-3-6-3 Overhaul Instructions — Electric 
Ammunition Boosters, Part No. 29492-1, 
-2, 29510-1, -2, 31712-1, -2 and 
39802-2, Models ABC50-1, -2, -17, 
-18 and -23 (AirResearch) 


Illustrated Parts Breakdown — (Same 
as above) 


11W1-3-6-4 


Overhaul Instructions — Automatic 
Gun Charger, Type B-1, Part No. 
890100 (Kidde) 


Illustrated Parts Breakdown — (Same 
as above) 


11W1-4-4-3 


11W1-4-4-4 


11W1-4-4-13 Overhaul Instructions — Automatic 


Gun Charger, Type B-1 (Wurlitzer) 


RAl W/B 
RA2 D 
RA2 D 


RA2 D 


RA2 D 





M 


M 


M 


RAI w/B 


M 


M 


M 


M 





M 








T.O. NO. 


TITLE 


WEAPONS AND EQUIPMENT (CONT) 


11W1-4-4-14 


11W1-10-2-3 


11W1-13-3-122 


11W1-13-3-124 


11W1-13-3-505 


11W1-13~3-512 


11W3-1-5 


Tilustrated Parts Breakdown — (Same 
as above) 


Overhaul Instructions with Parts 
Breakdown — Control Stick Switch, 
Type B-8A (Guardian Electric) 


Field Maintenance Instructions — 
Caliber .50 Basic Aircraft Machine 
Gun AN-M3 


Illustrated Parts Breakdown — (Same 
as above) 


Inspection and Rework of Faulty Link 
Stripper Groove Machine Gun, Caliber 
.50, M3 (DD Form 829-1 (Aircraft) 
entry) ` 


Replacement of Recoil Adapters on .50 
Caliber M3 Machine Guns (DD Form 
829-1 (Armament Automatic Guns) 
entry) 


Small Arms Material and Associated 
Equipment (TM 9-2200) 


T.O. 1F-86F-01 


ACCOMP 
TYPE LEVEL 
M 
M 
M 
M 
RAI w/B, D 
RAI W/B 
M 


AIRBORNE ELECTRONIC EQUIPMENT PUBLICATIONS 


GENERAL 


12-1-3 


12-1-6 


12-1-7 


12-1-11 


12-1-12 


12-1-15 


12-1-20 


12-1-27 


12-1-40 


12-1-41 


12-1-42 


12-1-45 


12-1-46 


12-1-51 


12-1-52 


12-1-56 


12-1-58 


12-3-2 


12-3-3,A 


Climatic Deterioration Prevention 
Treatment, Electronic Test and 
Communications Equipment 


Approved Solvents for Cleaning Elec- 
tronic Equipment 


Definition of Group ‘‘A’’ and Group 
“B” Parts, Electronic Equipment 


Introduction to Electronics (TM 11-660) 
Electron Tube Reliability Program 
Maintenance Procedure where Elec- 
tronic Maintenance Parts Authorized 


are Unavailable 


General Technical Data — Quartz 
Crystal Units 


Omission of Spare Tools from 
Airborne Radio and Radar Equipment 


Disposition Instructions — Motors 
and Dynamotors 


USAF Electron Tube Reclamation 
Program 


Inspection and Test — Quartz Crystal 
Units i 


Fabrication — Quartz Crystal 
Oscillator Units 


Tube Cross Reference Data 

Frequency Marking of Crystal Units 
Policy for Stocking Quartz Crystals in 
Electronic Equipment — Classes 16-A, 


-K1 and 17-C 


Planning and Processing Data for 
Quartz Crystal Oscillator Units 


Identification of Modifications to Aero- 


nautical and Supporting Ground Equip- - 


ment 


Radio Compasses Reduction of Pre- 
cipitation Static Effects, All Aircraft - 


Radio Compass Quadrantal! Error 
Correction 


RADAR ELECTRONIC EQUIPMENT, AIRBORNE 


12P-1-1 
12P-1-2 


Flying with Radar 
Radar Terminology 


z 





T.O. NO. 
12P3-1-4 


12P3-2ALE2-1 


12P3-2ALE2-2 


12P3-2ALE2-3 


12P3-2ALE2-4 


12P4-2APX-1 


12P4-2APX-506,A 


12P4-2APX6-1 


12P4-2APX6-2 


12P4-2APX6-3,C 


12P4-2APX6-506 ,B 





TITLE 


Hanger Fittings of Dispensing Set, 
Countermeasures Chaff — AN/ALE-2 


Operating Instructions —‘Counter- 
measures Chaff Dispensiiig Set, Type 
AN/ALE-2 (Ryan) (CONFIDENTIAL) 


Service Instructions — (Same as above) 


Overhaul Instructions — (Same as 
above) 


Illustrated Parts Breakdown — (Same 
as above) 


General Instructions — Availability _ 
and Use of Interim Test Equipment 


for Radar Idendification Set AN/APX-6 


Modification to Prevent Shorting of 
T-105 to Back Cover in Receiver- 
Transmitter RT-279/APX and 
RT-279A/APX 


Operation Instructions — Radar Identi- 


fication Set AN/APX-6 and Radio Re- 
ceiver Transmitter RT-279/APX 
(Stewart-Warner) (CONFIDENTIAL) 


Service Instructions — (Same as above) 


Overhaul Instructions — Radar Identi- 


fication Set AN/APX-6 and Radio Re- 
ceiver Transmitter RT-279/APX 
(Stewart-Warner) 


Modification of Receiver-Transmitter 


RT-82/APX-6 into Radio Receiver- 
Transmitter RT-279/APX and Radar 


Set Control C-629/APX-6 into Trans- 
ponder Set Control C-1158/APX (DD 


Form 829-1 entry) 


RADIO ELECTRONIC EQUIPMENT, AIRBORNE 


12R-1-1 
12R-1-8 
12R-1-9 


12R-1-11 


12R-1-103 


12R2-2ARC3-1 


12R2-2ARC3-2 


12R2-2ARC-34 


12R2-2ARC3-511 


12R2-2ARC21-1 


12R2-2ARC21-2,C 


12R2-2ARC21-3 


12R2-2ARC21-4 


12R2-2ARC21-24 


12R2-2ARC27-1,D 


12R2-2ARC27-4 ,C 


12R2-2ARC27-34 





Radio Noise Elimination in Aircraft 
Radio Fundamentals (TM 11-455) 


Aircraft Radio Shop Practice (TM 
1-470) 


Handbook of General Information — 
Instrument Low Approach System, 
AAF 


Trouble Shooting and Repair of Radio 
Equipment (TM 11-4000) 


Operating Instructions — Radio Sets 
AN/ARC-3, -36 and -49 (Sylvania) 


Maintenance Instructions — (Same as 
above) 


Spare Parts List — Radio Sets 
AN/ARC-3, -36 and -49 (Sylvania) 


Modification of AN/ARC-3 and 
AN/ARC-36 Equipment to Improve 
Operational Reliability 


Operating Instructions — Radio Set 
AN/ARC-21 and AN/ARC-36 (RCA) 


Service Instructions — (Same as above) 


Overhaul Instructions — (Same as 
above) 


Illustrated Parts Breakdown — (Same 


as above) 


Spare Parts List — Radio Set AN/ARC-21 


Operation instructions — Radio Sets 
AN/ARC-27, 27A and -55 


Illustrated Parts Breakdown — Radio 
Set AN/ARC-27, -27A, -55 and -55B 
(Collins) 


Spare Parts List — Receiver- 
Transmitter AN/ARC-27 


TYPE 


M 


M 


RA2 


M 


z 


M 


Section I 


ACCOMP 
LEVEL 


W/B 


D, Con-- 
tractor 
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Section I T.O. 1F-86F-01 


ACCOMP 
T.O. NO. TITLE TYPE LEVEL 
RADIO ELECTRONIC EQUIPMENT, AIRBORNE (CONT) 
12R2-2ARC27-42, Service Instructions — Radio Set M 
D,E AN/ARC-27 and -27A 
12R2-2ARC27-43, Overhaul Instructions — (Same as M 
c,D above) 
12R2-2ARC27-505, Modification of Dynamotors in RT-178/ RA1 w/B,D 
A ARC-27 to Eliminate Shock Hazard — 


AN/ARC-27 (DD Form 829-1 entry) 


12R2-2ARC27-512, Modification of Receiver-Transmitter 
A RT-178/ARC-27 


12R2-2ARC33-2 Maintenance Instructions — (Same as M 
above) 


12R2-2ARC33-4,C Illustrated Parts Breakdown — (Same M 
as above) 


12R2ARC33-14 Spare Parts List — Radio Set AN/ARC-33 M 


12R5-2ARN6-1 Operating Instructions — Radio M 
Compass AN/ARN-6 (Airborne Radio 
Navigational Instrument) (Bendix) 


12R5-2ARN6-2 Maintenance Instructions — (Same as M 
above) 


12R5-2ARN6-24 Spare Parts List — Radio Compass M 
AN/ARN-6 


ELECTRONIC TUBES 


12T-1-1 Requirements for Determining Service- I 
ability of Inservice Electron Tubes 


AIRCRAFT FURNISHINGS, IN-FLIGHT FEEDING, CARGO LOADING AND 
AERIAL DELIVERY, AND FIREFIGHTING EQUIPMENT PUBLICATIONS 


AIRCRAFT FURNISHINGS 


13A1-1-1 Repair, Cleaning, Inspection and M 
Testing of Aircraft Safety Belts, 
Shoulder Harness and Miscellaneous 
Personnel Restraint Equipment 


13A1-1-2, D,E Use, Inspection, Cleaning, Repair and M 
Testing of Aircraft Automatic Opening 
Lap Belts 


13A4-2-3 Overhaul Instructions — Inertia Lock- M 
ing Reel, Model 0-3903NN and 0-4600 
Series (American Seating Co.) 


13A4-2-4,C Illustrated Parts Breakdown — (Same M 
as above) 


IN-FLIGHT FEEDING EQUIPMENT 
13B-1-1 Accountability and Responsibility of RD W/B 
Food.and Galley Equipment, All Air- 
craft (DD Form 829-1 and 780 entry) 
AIRCRAFT FIRE DETECTION AND EXTINGUISHING EQUIPMENT 
13F1-4-2 Maintenance Instructions — Aircraft M 


Fire Detection System, Thermocouple 
Type (Edison) 


DECELERATION DEVICES, PARACHUTES, PERSONAL AND 
SURVIVAL EQUIPMENT PUBLICATIONS 


GENERAL 

14-1-2 Dry Cleaning Clothing, Parachutes and 1 
Laundering Equipage 

14-1-4 Identification Marking of Air Force M 
Clothing and Personal Type Flying 
Equipment 


PARACHUTES — DECELERATION DEVICES 


14D1-1-1 Styles of Parachutes to be Used in I 
Various Type Aircraft 

14D1-1-2 Cleaning of Parachute Assemblies M 

14D1-1-20 Product Improvement Digest — Para- 
chutes 

16 





ACCOMP 
T.O. NO TITLE TYPE LEVEL 
14D1-2-1 Operating Instructions — Personnel M , 
Parachutes 
14D1-3-53, D Packing and Service Instructions — M 
F-86 Deceleration Parachute, Type 
MB-4 


AIRCRAFT CABIN PRESSURIZING, AIR CONDITIONING, OXYGEN, 
HEATING, ICE ELIMINATING AND MISSILE TEMPERATURE 
CONTROL EQUIPMENT PUBLICATIONS 





AIRCRAFT CABIN AIR CONDITIONING AND PRESSURIZATION EQUIPMENT 


15A1-3-3-3 Overhaul Instructions — Electronic M 
Floating Control Temperature Regulator 
Assemblies, Part No. 30058-3, -10, 
-11, -14, -24 (AiResearch) 


15A1-3-3-4 Nilustrated Parts Breakdown — (Same M 
as above) 
15A2-2-13-43 Overhaul Instructions with Parts M 


Breakdown — Three~Inch Diameter 
Modulating Electric Air Shutoff Valve, 
Part No 104226, Model SVE1-28 
(AiResearch) 


15A2-2~-13-163 Overhaul Instructions with Parts M 
Breakdown — Three-Inch Modulating 
Air Shutoff Valves, Part No 94510 
and -3 (AiResearch) 


15A2-2-13-243 Overhaul Instructions with Parts M 
Breakdown — One and One-Half Inch 
Air Shutoff Valves, Part No. 93750, 
-2, -3, -6, -7, Models SVEI-7, -8 
and -9 (AiResearch) 


15A2-3-17-53 Overhaul Instructions with Parts M 
è Breakdown — One and One-Half Inch 
Diameter Electric Air Shutoff Valve, 
Part No 104260, Model SVE1-34 
(AiResearch) 


15A2-4-2-3,C "Overhaul Instructions — Cabin Safety M 
Valve Assemblies, Part No. 35020-300, 
-1-5.25, -5.25, 55050-3.00, -5.30, 
550120, -1, -2, -3, -4, -5 and 550125 
(Pacific Airmotive) 





15A2-4-2-4 Illustrated Parts Breakdown — (Same M 
as above) 


15A3-2-5-3,C,D,E Overhaul Instructions — Air Cooling M 
Turbines, Part No 55600, 56890, 
57120, 57480, 57530, 57600, 57730, 
57850, 57890, 201000 and 201300, 
Models CT12-7, -13, -16, -17, -27, 
CT14-2, -4, -5, -6, -9 and -25 
AiResearch) 


15A3~-2-5-4 Illustrated Parts Breakdown — Air M 
Cooling Turbines, Part No. 55600, 
56890, 57120, 57480, 57530, 57600, 
57730, 57850, 57890, 201000 and 
201300, Models CT12-13, -16, -17, 
-27, CT14-2, -4, -5, -6, -9 and -25 


(AiResearch) 

15A3-3-3-3 Overhaul Instructions — Aircraft M 
Refrigeration Units (AiResearch) 

15A3-3-3-4 Mlustrated Parts Breakdown — (Same M 
as above) 

15A4-2-3 Overhaul Instructions — Cabin Air M 


Heat Exchangers, Supercharger Inter- 
coolers (AiResearch) 


15A4-2-4 Hlustrated Parts Breakdown — (Same M 
as above) 





AIRCRAFT ICE ELIMINATING EQUIPMENT 


15E3-2-14-13 Overhaul Instructions with Parts M 
Breakdown — Duct Mounting Tempera- 
ture Pickups. Part No. 33500-05 and 
-10 (AiResearch) 


AIRCRAFT OXYGEN SYSTEMS AND EQUIPMENT 


15X-1-1,D,E,F Maintenance Instructions — Oxygen M 
Equipment 








T.O. NO. 


TITLE 


AIRCRAFT OXYGEN SYSTEMS AND EQUIPMENT (CONT) 


15X-1-3 


15X1-2-1-31 


15X3-2-2-1 


15X3-2-2-3 


15X4-2-2-1 


15X6-4-2-1,C,D 


15X6-4-2-13 


15X6-4-2-14 


15X6-5-2-11 


15X6~-5-2-13 
15X6-5-2-14 


15X6-5-2-21 


15X6-5-2-23 


15X6-5-2-24 


15X6-5-2-504, B 


15X6-5-2-511 


15X6-5-2~512 


15X6-5-2-513 


AIRBORNE MECHANICAL EQUIPMENT PUBLICATIONS 


Refinishing of Airborne Oxygen Equip- 
ment USAF Class 1660 


Service and Overhaul Instructions — 
Oxygen Cylinders, Low Pressure, 
Types A-6, B-3, D-2, F-1, F-2, G-1 
and J-1 


Operation, Service and Overhaul 
Instructions with Parts Breakdown — 
Type K-1 Oxygen Pressure Gage 


Overhaul Instructions with Parts 
Breakdown — Low Pressure Oxygen 
Gages, Type AN6021-1A and -1B 
(Acragage Corporation) 


Operation, Service and Overhaul 
Instructions with Parts Breakdown — 
Flow Indicator, Type A-3 (Delco) 


Operation, Service and Overhaul 
Instructions with Illustrated Parts 
Breakdown — Pressure Breathing 
Diluter Deman Oxygen Regulator, 
Type A-14 


Overhaul Instructions — Pressure 
Breathing Diluter Demand Oxygen 
Regulator, Type A-14 (Alar Products, 
Inc.) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 

Automatic Positive Pressure Diluter 

Demand Oxygen Regulator, Type D-2, 
Part No 17550 (Aro) 


Overhaul Instruction — (Same as above) 


Mlustrated Parts Breakdown — (Same 
as above 


Service Instructions — Automatic 
Positive Pressure Diluter Demand 
Oxygen Regulator, Type D-2, Part No. 
2881-5C-Al (Pioneer-Central) 


Overhaul Instructions — (Same as 
above) 


Illustrated Parts Breakdown — (Same 
as above) 


Replacement of Flow Indicator Dia- 
phragms in Type D2 Oxygen Regulators 
(DD Form 829-1 (Aircraft) entry) 


Removal of Tellite Warning System, 
Type D-2 Oxygen Regulators (AF Form 
50B entry) 


Installation of Filter in Shutoff Assem- 
bly, Type D-2 Oxygen Regulator, Part 
No. 17550 


Modification of Pressure Demand 
Oxygen Regulator, AF Type D-2, Part 
No. 2881-5C-Al (Pioneer-Central) 


CONTROL MECHANISMS — MECHANICAL 


16C1-1-113 


16C1-1-114 


GENERAL 
33-1-4 


33-1-5 


Overhaul Instructions, Bungee 
Assembly (North American) 


lilustrated Parts Breakdown — (Same 
as above) 


TEST EQUIPMENT PUBLICATIONS 


Omission of Spare Tools from Elec- 
tronic Test Equipment 


Removal of Batteries from Test Equip- 
ments in Storage and/or Shipment 


TYPE 


M 


M 


M 


M 


M 


RA2 


RA2 


M 


M 


1 


1 





T.O. 1F-86F-01 


ACCOMP 
LEVEL 


w/B 


T.O. NO. 
33-1-6 
33-1-7 
33-1-8 
33-1-9 


33-1-11 


33-1-12 


33-1-13,C,D 


33-1-502 





TITLE 
(See T.O. 12-1-3) 
(See T.O. 12-1-6) 
(See T.O. 12-1-12) 
(See T.O. 12-1-15) 
Applicable Technical Orders for Stock 
Numbers — USAF Supply 01-F-B-47, 
01-F-B52, 03C, 05D, 05G, 16A, 16B, 
16C, 16H, 16K, 16M, 16P, 16R, 16T, 
17C, 17J, 18C and 19F Classes 
(See T.O. 12-1-41) 
Ground Handling and Support Equip- 
ment Prime at Dayton Air Force 
Depot, Classes 17-C and -J 
Elimination of Potential Shock 


Hazard on all Class 17-C Electronic 
Test Equipment 


GENERAL PURPOSE TEST EQUIPMENT 


33A1-1-8 


33A1-1-10 
33A1-1-11 
33A1-3-3-2 
33A1-3-3-4 
33A1-3-3-11 
33A1-3-3-12 
33A1-3-3-13 
33A1-3-3-14 


33A1-3-7-1 
33A1-3-7-14 
` 
33A1-3-8-1 
33A1-3-8-502 
33A1-3-9-1 


33A1-3-9-14 


33A1-7-9-1 


33A1-7-9-11 
33A1-8-12-1,C 


33A1-8-12-21 
33A1-8-23-1 


33A1-8-23-2 


Repair Instructions — Electrical 
Indicating and Measuring Instruments 
(TM 11-4700) 


Repair of Class 17-C Electronic Test 
Equipment 


Test Methods and Practices (Philco) 


Maintenance Instructions — Radio 
Test Set AN/ARM-1 (Colonial Radio 
Corp.) 


Spare Parts List — Radio Test Set 
AN/ARM-1 


Operation Instructions — Radio Test 
Set AN/ARM-1 (Taffet Radio and 
Television Co) 


Service Instructions — (Same as above) 


Overhaul Instructions — (Same as 
above) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions 
with Parts List — Radar Test Set 
AN/UPM-4A 


Spare Parts List — Radar Test Set, 
AN/UPM-4A 


Operation and Service Instructions 
with Parts List — Radar Test Sets 
AN/UPM-6A and -6B (Hazeltine 
Electronics Corp) 


Modification of AN/UPM-6( ) to 
Facilitate AN/UPA-39 


Operation and Service Instructions 
with Parts List — Radar Test Set 
AN/UPM-8 


Spare Parts List — Radar Test Set 
AN/UPM-8 


Operation and Service Instructions 
with Parts List — RF Wattmeter 
AN/URM-43 (Bird Engr.) 


Instruction Book — Radio Frequency 
Wattmeter AN/URM-43A 


R. F. Signal Generator Set AN/URM 
25D (TM 11-5551-D) 


Instruction Book — RF Signal Gener- 
ator Set AN/URM-25F (New London 
Instrument Co.) 


Operation Instructions — Signal- 
Generator AN/USM-16, Part No. 
750000 (Byron Jackson) 


Service Instructions — (Same as above) 


TYPE 


M 


M 


M 
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ACCOMP 
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W/B 


W/B 
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Section I T.O. 1F-86F-01 








ACCOMP ACCOMP 
T.O. NO. ` TITLE TYPE LEVEL T.O. NO. TITLE TYPE LEVEL 
GENERAL PURPOSE TEST EQUIPMENT (CONT) 33A1-8-119-3 Overhaul Instructions — (Same as M ; 
above) 
33A1 -8-23-3 Overhaul Instructions — (Same as above) M 
33A1-8-119-4 Ilustrated Parts Breakdown — (Same M 
33A1-8-23-4 Illustrated Parts Breakdown — (Same M as above) $ 
as above} 
i 33A1-12-2-1 Operation Instructions — Multimeter M 
33A1-8-36-12 Maintenance Instructions — Modulator M AN/PSM-6 (Bruno-New York 
MD-83/ARN (Bendix Radio) Industries Corp) 
33A1-8-36-14 Illustrated Parts Breakdown — Modu- M 33A1-12-2-2 Service Instructions — (Sameasabove) M 
ulator MD-83/ARN (Bendix Radio) 
33A1-12-2-4 Dlustrated Parts Breakdown — (Same M 
33A1-8-47-2 Maintenance Instructions — Signal M as above) 
Generator SG-1/ARN (Bendix Radio) 
š 33A1-12-2-14 Spare Parts List — AN/PSM-6 M 
33A1-8-47-14 Illustrated Parts Breakdown `= Signal M Multimeter 
Generator SG-1/ARN and Power 
Supply PP-348/ARN (Boonton) 33A1-12-2-507,A Rewiring Switch S-102 on Multimeter RAIL w/B,D 
`  ME-70/PSM-6 
33A1-8-47-22 Service Instructions — Signal Genera- M 
tor, SG-1A/ARN and Power Supply 33A1-12-4-1 Operating Instructions — Microphone M 
PP-348/ARN (Boonton Corp.) Simulator Set AN/URM-14 (Bendix- 
Radio) E 
33A1 -8-47-24 Illustrated Parts Breakdown — Signal M 
Generator SG-1A/ARN and Power 33A1-12-4-2 Service Instructions — (Same as above) M 
Supply PP-348/ARN (Boonton Radio 
Corp.) 33A1-12-4-4 Dlustrated Parts Breakdown — (Same M 
as above) 
33A1 -8-47-31 Operation Instructions — Signal Gener- M 
ator SG-1A/ARN (Telectro Industries 33A1-12-4-11 Operating Instructions — Microphone M 
Corp.) Simulator Set AN/URM-14 (American 
Measuring Instruments Corporation) 
33A1-8-47-32 Service Instructions — (Same as above) M 
33A1-12-4-12 Service Instructions — (Same as above) 
33A1 -8-47-34 Ilustrated Parts Breakdown — (Same M 
as above) 33A1-12-4-14 Illustrated Parts Breakdown — (Same M 
as above) 
33A1-8-50-1 Operation, Service, and Overhaul M 
Instructions — Signal Generator 33A1-12-13-11 Operation and Service Instructions — M 
SG-13/ARN (Collins) Portable Volt-Ohm-Milliammeter, 
Type F-2 (Weston) 
33A1-8-50-4 Illustrated Parts Breakdown — (Same M 
as above) : 33A1-12-13-14 Illustrated Parts Breakdown — (Same M 
as above) 
33.A1-8-50-12 Service Instructions — (Same as above) M 
33A1-12-13-21 Operation and Service Instructions — M . 
33A1-8-50-14 Illustrated Parts Breakdown — (Same M Portable Volt-Ohm-Milliammeter, 
as above) Type F-2 (Tensor Electric Develop- 
ment) 
33A1-8-80-1 Audio Oscillator TS-382A/U (TM M 
11-2684) 33A1-12-13-24  Dlustrated Parts Breakdown — (Same M 
as above) 
33A1-8-80-11 Operation and Service Instructions — M 
Audio Oscillators TS-382A/U and 33A1-12-32-11 Operating Instructions — Ammeter M 
TS-382C/U ME-29/U (T.L.G. Electric Corp.) 
33A1-8-80-14 Misrata Parts Breakdown — (Sam M 33A1-12-32-12 Service Instructions — (Same as above) M 
as above i 


33A1-12-32-14 Nlustrated Parts Breakdown — {Same 
33A1-8-81-1 Operation Instructions — Audio Oscil- M as above) 
lator TS-382B/U (Specialty Assy.) 
33A1-12-32-24 Spare Parts List — Ammeter ME-29/U M 





33Al -8-81-2 Service Instructions — (Same as above) M 
33A1-12-48-1,D Multimeter TS-297/U (TM 11-5500) 
33A1-8-81-3,C Overhaul Instructions — (Same as M 
above) f 33A1-12-55-1,C Electronic Multimeter TS-505/U M 
(TM 11-5511) 5 
33A1-8-81-4 Illustrated Parts Breakdown — (Same M 
as above) ees 33A1-12-55-11,C Electronic Multimeters TS-505A/U M 
and TS 505B/U (TM 11-5511A) 
33Ał-8-82-1 Operation Instructions — Audio Oscil- M 
lator TS-382D/U (Trav-Ler Rad.) 33A1-13-9-1 Instruction — Oscilloscope AN/USM-24 M 
=" a (Waterman) 
33A1-8-82-2 Service Instructions — (Same as above} M x 
F 33A1-13-9-21,A Instruction Book — Oscilloscope M 
33A1-8-82-3 Overhaul Instructions — (Same as `> M AN/USM-24C 
above) 
33A1-13-10-1 Instruction Book — Oscilloscope, M 
33A1-8-82-4 Ilustrated Parts Breakdown — (Same M Type AN/USM-24A (FADA Radio and 
as above)’ ; Electric Co, Inc.) 
33A1 -8-82-21 Operation and Service Instructions — M 33A1-13-19-1 Instructions Book — Oscilloscope M 
Audio Oscillator T5-382E/U (Carol OS-8/U (Nav Ships 91272) (Hickok) 
Electronics) 
Sd -13-19-: ist — i M 
33A1-8-82-24 Illustrated Parts, Breakdown — (Same M i y AR a 
as above) 
33A-8-119-1 Operating Instructions — Signal M 33A1-13-19-11 Instruction Book — (Same as above) M 
Generator AN/USM-44 and -44A 
33A1-13-20-1 Operation and Service Instructions M 
33A1-8-119-2 Service Instructions — (Same as M with Parts Breakdown — Oscilloscope, 
above) Type OS-8A/U (Hycon) 
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T.O. NO. 


TITLE 


GENERAL PURPOSE TEST EQUIPMENT (CONT) 


33A1-13-21-1 


33A1-13-21-4 


33A2-2-6-1 


33A2~2-6-4 


33A2-2-6-11 


33A2-2-6-14 


33A2-2-6-21 


33A2-2~6-24 


33A2-2-6-31 


33A2-2-6~34 
33A3-3-3-1 
33A3-3-3-4 


33A4~-4-19-11 


33A4~4-19-14 


33A4-6-2-1 


33A4-6-2-4 


33A6-2-4-1 


33AA7-2-1 
33AA7T-2-2 
33AA7-2-4 
33AA7-2-11 


33AA7-2-12 


33AA7T-2-14 


33AA21-5-1,C,D 
E,F,G 


33AA21-5-11,D,E 


Instructions Book — Oscilloscope 
OS-8B/U (The Hickok Electrical 
Instrument Company) 


Spare Parts List ~ Oscilloscope 
OS-8B/U 


Operation and Service Instructions — 
Portable Gasoline Engine-Driven 
Hydraulic Test Stand Type D-5, Part 
No. 930-500 (Sprague) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Gasoline Engine-Driven Hydraulic 
Test Stand, Type D-5 Model AHT-5 
(Sun Electric Corp.) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Portable Electric Motor Driven 
Hydraulic Test Stand, Type D-6, Part 
No. 930-600 and 1304-100 (Sprague) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Electric Motor-Driven Hydraulic Test 
Stand, Type D-6 Model AHT-6 (Sun 
Electric Corp.) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Cable Tensiometer, Type C-8 (Wac) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Test Stand, Fixture Run-In, Part No. 
890856 (Walter Kidde) 


Illustrated Parts Breakdown — (Same 
as above) 


Operation and Service Instructions — 
Type R-1 Tester for M-4 Pressure 
Suit Regulating Valve, Part No. 
48D3502 (Gadgets Inc) 


Illustrated Parts Breakdown — (Same 
as above) 


Instructions and Parts Breakdown — 
Aircraft Fuel Hydrometer Syringe, 
Type MA-1 (G. M. Manufacturing 
Company) 


Operating Instructions — Dummy 
Load Set AN/URM-13 (WAC Engineer- 
ing) 


Service Instructions — (Same as above) 


Illustrated Parts Breakdown — (Same 
as above) 


Operating Instructions — Dummy Load 
Set AN/URM-13 (Bendix) 


Service Instructions — (Same as above) 


Illustrated Parts Breakdown — (Same 
as above) 


Test Data for Electron Tube Test Set 
TV-7/U, -TA/U and ~1B/U {TB 11- 
5083-1) 


Electron Tube Test Sets TV-7/U and 
TV-7A/U (TM 11-5083) 


INSPECTION EQUIPMENT 


33B1 -2-1-2 


Inspection of Material — Fluorescent 
and Dye Penetrant Method 


TYPE 


M 


M 


M 





T.O. 1F-86F-01 


ACCOMP 
LEVEL 


T.O. NO. TITLE TYPE 
SPECIAL PURPOSE TEST EQUIPMENT 
33D2-3-5-1 Operation and Service Instructions — M 


Tester, Fuel Quantity Gage, Type 
MD-1 (General Radio Co.) ` 


33D2-3-5-4 Ilustrated Parts Breakdown — (Same M 
as above) 
33D2-6-6-1,A Operation and Service Instructions — M 


Tester, Synchro Instruments, Field, 
Type C-1, Part No. 7E-0001 (Aero 


Electronics) 

33D2-6-6-4 Illustrated Parts Breakdown — (Same M 
as above) 

33D2-6-6-11 Operation, Service and Overhaul M 


Instructions with Parts Breakdown — 
Portable Instrument Field Test Set, 
Type C-1 


33D2-6-9-1 Operation and Service Instructions — M 
Field Tester, Pitot Static System, 
Type MB-1 (Aircraft Products) 


33D2-6-9-4 Mlustrated Parts Breakdown — (Same M 
as above) 
33D2-6-11-21 Operation and Service Instructions — M 


Capacitor Type Fuel, Quantity Gage 
Tank Unit Tester, Part No. EA810, 
Type MD-2 (Liquidometer) 


33D2-6-11-24 Illustrated Parts Breakdown — (Same M 
as above) 
33D2-6-13-1 Instructions and Parts Breakdown — M 


Field Type N-3 Electric Thermometer 
Tester (Telectro Industries Corp.) 


33D2-6-44-1 Operation and Service Instructions — M 
Magnesyn Instrument Field Tester 
(Engineering Laboratories) 


_ 33D2-6-44-14 Illustrated Parts Breakdown — (Same M 


as above) 


33D2-6 -53-1 Operation Instructions — Field M 
Portable Tachometer Tester, Type 
M-5 (United Manufacturing) 


33D2-6-53-4 Dlustrated Parts Breakdown — (Same M 
as above) 

33D2-8-2-11 Operation and Service Instructions — M 
Magnesyn Instrument Field Tester 
(Aerosmith) 

33D2-8-2-14 Nlustrated Parts Breakdown — M 


Magnesyn Instrument Field Tester, 
Part No. T.E. 4700-01 (Aerosmith) 


33D2-8-5-1 Operation and Service Instructions — M 
Type P-1, Slaved Gyro Magnetic 
Compass Field Tester (Sorensen) 


33D2-8-5-4 Illustrated Parts Breakdown — (Same M 
as above) . 
33D2-8-5-14 Illustrated Parts Breakdown — Type M 


P-1, Slaved Gyro Magnetic Compass 
Field Tester (Winslow) 


33D2-8-5-21 Operation and Service Instructions — M 
Slaved Gyro Testers, Type P-1 


33D2-8-5-24 Blustrated Parts Breakdown — Slaved M 
Gyro Magnetic Compass Field Tester, 
Type P-1, Part No. 47R7466 


33D2-8-5-31 Operation and Service Instructions’ — M 
Slaved Gyro Magnetic Compass Field : 
Tester, Types P-1, Modified 
(Electronic Brazing) 


33D2-8-5-34 Illustrated Parts Breakdown — (Same M 
as above) 
33D2-8-5-41 Operation and Service Instructions — M` 


Slaved Gyro Magnetic Compass Field 
Tester, Types P-1A and P-1 (Schaffer 
Air Industries) ‘ 


33D2-8-5-44 Illustrated Parts Breakdown — (Same M 
as above) - 
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Section I 


T.O. NO. 





ACCOMP 
LEVEL 


TITLE TYPE 


SPECIAL PURPOSE TEST EQUIPMENT (CONT) 


33D2-8-5-51 


33D2-8-5-54 


33D4-2-2-1 


33D4-2-2-4 


33D5-9-4-1 


33D5-9-4-4 


33D5-9-4-24 


33D5-12-8-1 


33D5-12-8-4 


Operation and Service Instructions — M 
Slaved Gyro Magnetic Compass Field 
Tester, Type P-1 (Aermotive) 


Illustrated Parts Breakdown — (Same M 
as above) 


Operation and Service Instructions — M 
Portable Electrical Cable Harness 
Tester, Type A-1 (Industrial Instru- 
ments) 


Illustrated Parts Breakdown — (Same M 
as above) 


Operation and Service Instructions — M 
Tester, Gun-Bomb-Rocket Sight, Field 
Type G-3 (Telectron Industries Corp) 


Mlustrated Parts Breakdown — (Same M 
as above) 


Spare Parts List — Tester, Gun-Bomb- M 
Rocket Sight, Type G-3 


Operation and Service Instructions — M 
Tester G-1A, T-100882 (Sperry) 


Illustrated Parts Breakdown — (Same M 
as above) 


GROUND HANDLING, SUPPORT AND AIR BASE OPERATING 


GENERAL 


35-1-3 


35-1-4,C 


35-1-7 


35-1-101 


EQUIPMENT PUBLICATIONS 


Painting and Marking of USAF Ground M 
Equipment 


Processing and Inspection of Ground M 
Equipment for Storage and Shipment 


Power Supply Units — Ground Starting I 
and Maintenance of Jet Aircraft 


Rigging (Fiber Rope, Wire Rope and M 
Chain) (TM 5-725) 


AIRCRAFT INSPECTION AND MAINTENANCE EQUIPMENT, GROUND 
HANDLING, SUPPORT AND AIR BASE OPERATING EQUIPMENT 


35A2-1-1 


35A2-1-2 


35A2-2-10-1 


35A2-2-10-4 


35A4~-2-3-1 


35A4-2-3-4 


35A4-2-5-1 


35A4-2-5-4 


35A4-2-5-14 


AIRCRAFT HANDLING AND WEIGHING EQUIPMENT, GROUND HANDLING, 


Handbook of General Overhaul Proce- M 
dures Hydraulic Jacks 


Handbook of Erection Procedures — M 
Hydraulic Tripod Jacks 


Operation, Service and Repair Instruc- M 
tions — Jack, Hand Hydraulic, Folding 
Tripod, 5-Ton Capacity, Type B-5 
(Medico Electric Motor Co.) 


Nlustrated Parts Breakdown — 5-Ton M 
Hydraulic Tripod Jack, Type B-5 
(Medico Electric) 


Operation, Service and Overhaul M 
Instructions — Maintenance Stands, 
Types B-1, -2 and C-1 


Illustrated Parts Breakdown — (Same M 
as above) 


Operation, Service and Repair M 
Instructions — Platform, Adjustable 
Aircraft Maintenance, USAF Type 

B-4A (United Steel and Wire) 


Illustrated Parts Breakdown — (Same M 
as above) i 


Mlustrated Parts Breakdown — Air- M 
craft Maintenance Platform, Type 
B-4A (Aero-Test) 


SUPPORT AND AIR BASE OPERATING EQUIPMENT 


35B2-1-2 


20 


Testing and Repair of Aircraft Weighing M 
Equipment, Shop Manufacturing Equip- 

ment and Machine Tools: 
Shop, Tools and Warehouse Equipment 


Machinery, 


7 


T.O. 1F-86F-01 


T.O. NO. 


ELECTRICAL POWER SUPPLIES, GROUND HANDLING, SUPPORT AND 


TITLE TYPE 


AIR BASE OPERATING EQUIPMENT 


35C1-3-2-11 


35C1-3-2-13 


35C1-3-2-14 


35C1-3-2-53 


35C1-3-2-54 


35C2-3-12-1 


35C2-3-12-3 


35C2-3-12-4 


35C2-3-26-1 


35C2-3-26-3 


35C2-3-26-4,C 


35C2-3-249-1 


35C2-3-249-3 


35C2-3-249-4 


35C2-3-249-515,B 


Operation and Service Instructions — M 
Multi-Purpose Aircraft Ground Service 
Unit, Type MA-1, Stock No. 8210- 
810200, USAF Serial No. 251 and 
Subsequent (Consolidated Diesel) 


Overhaul Instructions — DC Generator, M 
Model 76-004, DC Generator Control, 
Model 2000-166 (Consolidated Diesel) 


Nlustrated Parts Breakdown — (Same M 
as above) 


Overhaul Instructions — Multi-Purpose M 
Aircraft Ground Service Unit, Type 
MA-1, Models 2001 and 2002 (Consoli- 
dated Diesel) 


Illustrated Parts Breakdown — Multi- M 
Purpose Aircraft Ground Service Unit, 
Type MA-1. USAF Serial No. 251 to 

400, Stock No. 8210-810200, USAF 

Serial No. 401 and Subsequent, Stock 

No. 8210-3150 (Consolidated Diesel) 


Operation and Service Instructions — M 
Portable Power Plant, Gasoline Elec- 
tric, Ground, Model B-12 (Mall Tool 
Company) 


Overhaul Instructions — Same as M 
above) 


Illustrated Parts Breakdown — (Same M 
as above) 


Operation and Service Instructions — M 
Generator Set, Gasoline Engine, Type 
C-26 (Beech) 

Overhaul Instructions — Generator M 


Set, Gasoline Engine, Model 235, 
Type C-26 (Beech) 


Illustrated Parts Breakdown — (Same M 
as above) 


Operation and Service Instructions — M 
Generator Set, Gasoline Engine, Type 
MD-3 (Beech) 

Overhaul Instructions — (Same as M 
above) 


Illustrated Parts Breakdown — (Same M 
as above) 


Modification of Alternator, Part No. 
2CM214Bl1 and 2CM214B1B by Modi- 
fying Rotor Assemblies Part No. 
291C262G1 and 291C543G1 (AFTO 
Form 11A entry) 


LEVEL 








W/B,D 


LOADING AND SERVICING EQUIPMENT, GROUND HAN DLING, SUPPORT 
AND AIR BASE OPERATING EQUIPMENT 


35D3-6-9-1 


35D3-6-9-4 


35D3-6-9-11 


35D3-6-9-14 


35D3-18-2-1 


35D3-18-2-3 


35D3-18-2-4 


Operation, Service and Repair Instruc- M 
tions — Oxygen Servicing Trailer, 
Type MB-1, Part No. 900476 (Spen) 


Ilustrated Parts Breakdown — (Same M 
as above) 


Operation, Service and Overhaul M 
Instructions — Oxygen Servicing 

Trailer, Type MB-1, Part No. 

D30-210 (Hammond) 


Ilustrated Parts Breakdown — (Same M 
as above) 


Operation and Service Instructions — M 
Filler and Bleeder, Hydraulic System, 
Trailer Mounted, Type MA-1 

(Engineering and Manufacturing) 


Overhaul Instructions — (Same as M 
above) 


Illustrated Parts Breakdown — (Same M 
as above) 











T.O. 1F-86F-01 


ACCOMP 
T.O. NO. TITLE TYPE LEVEL. 


AIR BASE UTILITY EQUIPMENT, GROUND HANDLING, SUPPORT AND 
AIR BASE OPERATING EQUIPMENT - 

35E7-2-3-1 Operation and Service Instructions — M 
Portable, Ground, Gasoline Burning 
Heater, BT-400 Series and Type H-1, 
BBT 102 and Type MA-1 Trailer 

(Herman Nelson Div., American Air 
Filter Co.) 


Overhaul Instructions — (Same as M 
above) 


35E7-2-3-3 


“35ET-2-3-4 Illustrated Parts Breakdown — (Same M 


as above) 


FUEL, OIL AND ROCKET PROPELLANT HANDLING 
EQUIPMENT PUBLICATIONS 


FUEL AND OIL HANDLING EQUIPMENT. 


37A-1-101 Operation and Service Instructions — M 
Fuel and Oil Handling Equipment and 
Mechanical Fuel Segregators 

37A3-1-1 Use of Gasoline Containers for Trans- I 
portation of Drinking Water 

37A3-1-2 ` Painting and Marking of USAF Drums I 

37A3-1-3 Storage and Reclamation of USAF I 
55-Gallon Capacity Steel Drums 

3TA3-2-1-101 Collapsible Containers for Storage of I 
Petroleum Products (TB QM 35) 

37A5-1-1 Gasoline Hose — Storage and Issue 1 

37A10-1-101 Principles of Operation and Mainte- M 
nance Instructions — Oil Storage and 
Dispensing Systems 

37A11~-4-1 Operation, Service and Repair Instruc- M 
tions — Portable Fuel Dispensing Pump 
Unit, Type B-1 (Gorman-Rupp) 

37A11-4-4 Illustrated Parts Breakdown — (Same M 
as above) 

37A14-1-101 Principles of Operation and Mainte- M 


nance Instructions — Automotive Fuel 
Storage and Dispensing Systems, 
Permanently Installed 


CHEMICAL, OXYGEN, METAL, TEXTILE, FUELS, CORDAGE, LUMBER AND 
RUBBER MATERIALS (DOPES, CLEANING COMPOUNDS, GLUES, GASES, 
LUBRICANTS, PAINTS, PLASTICS, ETC.) PUBLICATIONS 

GENERAL 


42-1-1 Emergency Instructions for Lubricants I 
and Cleaning Materials (TB Ord 300) 


DOPES, PAINTS AND CLEANING COMPOUNDS 


42A-1-1 Health Promotion of Personnel I 
Engaged in Doping and Painting 

42A1-1-1 Evaluation and Servic Testing of I 
Materials — Cleaning, Painting, 
Sealing, Protective Treating, Anti- 
Corrosion and Related Items 

42A1-1-3 Solvent, Genera! Purpose © I 

42A2-1-1 Removal of Paint from Aircraft I 
Surfaces : 

42A2-1-2 Use of Plastic Protective Stripping I 
Compound (For Acrylate Base Plastics 
Only) 

42A2-1-3 Luminescent Materials — Identifica- I 
tion and Use 

42A2-1-5 Protective Plastic Stripping — Use of I 
Compound Specification No. 14130 
(For Aircraft Surfaces) 

42A2-1-12 Mixing of Aluminum — Pigment Paste I 
for Aircraft 

42A3-1-2 General Use of Cements and Sealants M 
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ACCOMP 

T.O. NO. TITLE TYPE LEVEL 

42A3-1-3 Installation and Replacement of I 
Abrasive Nonskid Surfaces 

42A3-1-4 Instructions for Installation of Metai- I 
Cals 

FUELS, LUBRICANTS, OXYGEN AND GASES 

42B-1-~1 Quality Control of Fuels and I 
Lubricants 

42B1-2 Container Storage of Gasoline, Jet l I 
Fuel and Oils 

42B-1-6 Lubricants, Corrosion Preventive and I 
Anti-Seize Compounds 

42B-1-7 General Use of Aircraft and Electronic I 
Lubricants 

42B-1-9 NATO Symbols for the Identification I 
of Fuels and Lubricants Used by the 
Armed Forces of the United States 
{TB 34-9-25) 

42B-1-16 Quality Control of Liquid Propellants I 

42B1-1-1,C Use and Disposition of Fuels I 

42B1-1-2,C Aircraft Fuel Volume Correction I 
Tables 

42B1-1-9,D Handling and Servicing Procedures — I 
Elimination of Water and Ice from 
Aviation Fuels 

42B2-1-1,C,D Use and Grades of Aircraft Engine I 
Lubricating Oils 

42B2-1-3,C,D Fluids for Hydraulic Equipment I 

42B3-1-2 Lubrication of Aircraft Parts Requir- I 
ing Molybdenum Disulphide Lubricant 

42B5-1-1,B Quinquennial Testing of Gas Cylinders I 

42B5-1-2 Use, Handling and Maintenance — M 
Gas Cylinders (Storage Type) 

. CHEMICALS 

42C2-1-2 Compound, Protective, Aluminum 1 
Alloys - ‘‘Alorco’”’ 

42C2-1-3 Chemical Cleaning of Aluminum I 
Alloys Prior to Spot Welding 

42C2-1-7,A Process Instructions — Metal Treat- M 
ments, Electrodeposition of Metals 
and Metal Surface Treatments to Meet 
Air Force Maintenance Requirements 

METALS, PLASTICS AND COMPOSITION MATERIALS 

42D-1-1 Use of Fusible Alloy for Bending I 
Tubing 

42D-1-2 Gage Tables and Weight Conversion M 
Tables ` 

42D-1-3 Method of Identifying Steel, Aluminum RA1 W/B,D 

42D-1-4 Use of Welding, Brazing and Silver 1 
Soldering Electrodes, Rods and Wire 

42D1-1-1 Metal and Composition Material M 
Aluminum Alloys — Handling, Fabri- 
cation and Heat Treatment 

42D1-1-2 Metal and Composition Materials, I 
Aluminum Alloy Effects of Scratches 
on Clad Aluminum Alloy 

42D1-1-3 Designation Conversion for Wrought I 
Aluminum and Aluminum Alloys 

42D3-1-1 Repair and Manufacturing Practices M 
Magnesium Alloys 

42D4-1-4 Kit-Rain Repellent, Type FC-10, for RAI W/B 
Application to Windshields — All Aircraft 

42D5-1-1 Welding, Machining and Forming I 


Corrosion-Resisting Steels and Nickel 
Chromium Iron Alloy 
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Section I, Hand WI ` T.O. 1F-86F-01 





ACCOMP ACCOMP 
T.O. NO. TITLE TYPE LEVEL T. O. NO. TITLE TYPE LEVEL 
METALS, PLASTICS AND COMPOSITION MATERIALS (CONT) 44B-1-5 Maintenance Instructions — Anti- M š 
friction Bearings (Precision Instru- 
42D5-1-2 Use and Handling of Standard Tool I ment Ball Bearings) 
Steels 
44B-1-15 Antifriction Bearings — Removal and M 
42D5-1-3 Bending and Straightening Metal by M Installation in Jet Engines 
Heat and Contraction (TB Eng 25) 
44B-1-16 General Instructions — Installation M 
RUBBER MATERIALS and Removal in Airborne Accessories — 
Antifriction Bearings (Jack and Heintz) 
42E-1-1 Identification, Inspection, Testing I 
and Storage of Rubber Materials, 44B-1-18 General Instructions for Installation M 
Elastic Shock Absorber Cord and and Removal in Aircraft Instruments — 
Elastic Exerciser Cord Antifriction Bearings (Precision 
Instrument Ball Bearings) 
42E1-1-1 Identification, Inspection and Storage — I 
Aircraft Hose (Fuel and Oil Resistant) 44B-1-102 Maintenance Instructions — Anti- M 
friction Bearings 
42E1-1-6 Handbook of Instructions — Aircraft M 


Hose Assemblies, Hydraulic and HARDWARE 


Pneumatic High Pre; e Specification 
Mi A790 EA TERENE SE 44H1-1-2 Description and Use of Plate Vibration M 


Insulators, Specification No. MIL-I-5432 


42E2-1-1 Hydraulic ‘‘V’’ Ring Packings — I A cadre 
Optional Part Numbers for Equivalent 44H1-1-5 Limitation on the Reuse andthe Replat- I 
and Interchangeable Types ` me Nonmetallic Insert Self-Locking 

42E2-1-2 Identification, Use and Disposition — I 44H1-1-11 tecti d Installati S 
Hydraulic Packings and Gaskets reat an stallation of Huck Lock- M 

44H1-1-102 Interlocking Fasteners — Installation, I 
BEARINGS, HARDWARE, AND RELATED EQUIPMENT PUBLICATIONS Maintenance and Repair 

BEARINGS 44H1-1-117 Installation of Heli-Coil Inserts M 

44B-1-2 Inspection and Maintenance of Installed M 44H3-1-2 Approved Combinations of AN and M 
Airframe Control Antifriction Bearings AC811 Type Fittings 

44B-1-3 Aircraft Wheel Antifriction Bearings M 44H3-1-3 Use of Boss, Cap and Tubing I 
and Bearing Grease Seals Seals 





SECTION li, SUPPLEMENTARY TYPE PUBLICATIONS 


PUBLICATION NO. TITLE PUBLICATION NO. TITLE 
AIRCRAFT INSPECTION WORKSHEETS, WORK CARDS AND WORKCARDS, GROUND HANDLING, SUPPORT AND AIR BASE 
SEQUENCE CHARTS OPERATING EQUIPMENT 
WC 1F-86A-6-PRPO Preflight-Postflight and Supplemental Hourly Postflight WC 35C2-3-12-1-DA Daily Inspection Work Cards — Generator Set, Type B-12 


Inspection Work Cards (Replace WC 1F-86A-6-PR, 
WC 1F-86A-6-(CI)-PO, WC 1F-86A-6-(CIIIA)-PO, 


WC 35C2-3-12-1-PE Periodic Inspection Work Cards — Generator Set, Type 
-1 
WC 1F-86A-6-(CI)-PE and WC 1F-86A-6-(CIIIA)-PE) 


WC 35C2-3-26-1-DA Daily Inspection Work Cards — Generator Set, Types 
C-26 and -26B 


WC 35C2-3-26-1-PE Periodic Inspection Work Cards — Generator Set, Types 
SC 1F-86A-6-PE Periodic Inspection Sequence Chart C-26 and -26B 


WC 1F-86A-6-PE Periodic Inspection Work Card 


WS 1F-86A-6-EC Power Pack-UP and Installation Inspection Worksheet WC 35C2-3-249-1-DA Daily Inspection Work Cards — Generator Set, Type MD-3 


WC 35C2-3-249-1-PE Periodic Inspection Work Cards — Generator Set, Type 
WS 1IF-86A4-6-TF Test Flignt Worksheets MD-3 


SECTION lli, RENUMBERED, RESCINDED, AND REPLACED TIME 
COMPLIANCE TECHNICAL ORDERS 





T.O. NO. ACTION DATE OF T.O. NO. ACTION DATE OF 
ACTION ACTION 
01-60JL-57 Rescinded Unknown 1F-1-103 Rescinded 
01-60JLA-202 Rescinded 8 Sep 54 1F-1-106 Rescinded 16 Nov 56 
1-1-6A Replaced by 1-1-6 12 Jan 60 1F-1-114 Rescinded 22 Nov 57 
1-1-637 Rescinded 1F-1-217 Rescinded 22 Nov 57 
1-1-644 Rescinded 20 Sep 57 1F-1-503,A Rescinded 16 Dec 58 
1-1A-10 Rescinded 1F-1-505 Rescinded ; Unknown 
1F-1-93 Rescinded 28 Jan 56 1F-1-512 Rescinded 28 Dec 55 


1F-1-94 Rescinded Unknown łF-1-515 Rescinded 3 Mar 56 
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T.O. NO. 


1F-1-518 
1F-1-525 
1F-1-526 
1F-1-529 
1F-1-530 
1F-1-534,A 
1F-1-543 
1F-1-544 
1F-1-547, A 
1F-1-549 
1F-1-561 
1F-86-30 
1F-86-33 
1F-86-35 
1F-86-38 
1F-86-40 
1F-86-45 
1F-86-46 
1F-86-48, A 
1F-86-49 
1F-86-52 
1F-86-53 
1F-86-55 
1F-86-57 
1F-86-59 
1F-86-60 
1F-86-61 
1F-86-62 
1F-86-63 
1F-86-64 
1F-86-66 
1F-86-67 
1F-86-68 
1F-86-69 
1F-86-70 
1F-86-72 
1F-86-84 
1F-86-88 
1F-86-89, A 
1F-86-92 
1F-86-93 
1F-86-95 
1F-86-97 
1F-86-102, A 
1F-86-108 
1F-86-109, A, B 


1F-86-113 


ACTION 


Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 


Rescinded 


T.O. IF-86F-01 


DATE OF 
ACTION 


Unknown 
20 Oct 58 
17 Feb 58 
23 Aug 57 
22 Nov 57 
21 Jun 57 
18 Nov 58 
20 Dec 57 
26 Jun 58 
17 Mar 59 
28 May 59 
11 Mar 54 
11 Mar 54 
11 Mar 54 
11 Mar 54 
11 Mar 54 
11 Mar 54 
11 Mar 54 
13 Apr 54 
11 Jun 54 

Unknown 

Unknown 

Unknown 

T Oct 54 

Unknown 
13 Apr 54 

8 Sep 54 

Unknown 
12 May 54 
13 Apr 54 
13 Apr 54 

8 Sep 54 

T Oct 54 
13 Apr 54 

Unknown 

8 Sep 54 

8 Sep 54 

7 Oct 54 
10 Jun 55 

7 Oct 54 

T Oct 54 

Unknown 

8 Sep 54 

Unknown 
21 Aug 55 
10 Jun 55 


10 Feb 56 


T.O. NO. 


1F-86-115,A 
1F-86-116,A 
1F-86-118 
1F-86-120,C 
1F-86-121 
1F-86-122 
1F-86-124 
1F-86-125, D 
1F-86-126,A 
1F-86-128,A 
1F-86-129 
1F-86-130 
1F-86-131,A 
1F-86-133,A 
1F-86-136 
1F-86-137 
1F-86-142,D 
1F-86-143 
1F-86-144,B 
1F-86-146 
1F-86-148 
1F-86-150, A 
1F-86-152, A 
1F-86-153, A 
1F-86-157 
1F-86-159 
1F-86-162 
1F-86-164 
1F-86-166,A 
1F-86-168, A 
1F-86-169, B 
1F-86-170 
1F-86-172,A 
1F-86-173 
1F-86-174 
1F-86-175,A 
1F-86-176,B 
1F-86-177 
1F-86-178 
1F-86-184 
1F-86-185 
1F-86-203 
1F-86-204, A 
1F-86-206A 
1F-86-207 
1F-86-209,A 


1F-86-210,B 


ACTION 


Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 


Rescinded 
Rescinded 


Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Rescinded 
Replaced by 1F-86-206 
Rescinded 
Rescinded 


Rescinded 


Section II 


DATE OF 
ACTION 


4 Nov 55 
Unknown 
Unknown 
1 Jan 56 
Unknown 
11 Apr 55 
10 Feb 56 
10 Feb 56 
18 Nov 58 
10 Sep 55 
Unknown 
9 Sep 55 
7 Jul 55 
4 Nov 55 
Unknown f 


10 Feb 56 


10 Jun 55 
10 May 56 
T Oct 54 
7 Oct 54 


10 Aug 56 
7 Jul 65 


8 Aug 55 
10 Aug 56 
10 Jun 55 
10 Aug 56 

Unknown 
26 Aug 55 
28 Sep 56 
10 Feb 56 
10 Feb 56 

2 Jul 56 
10 Feb 56 
10 May 56 

4 Nov 55 
10 Feb 56 

8 Aug 55 

1 Oct 56 
10 Dec 56 

8 Aug 56 
10 May 56 
24 Sep 56 
9 May 58 
10 Aug 56 
17 Sep 56 


20 Sep 57 
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Section III T.O. 1F-86F-01 











T.O. NO. ACTION DATE OF T.O. NO. ACTION DATE OF 
ACTION ACTION 

1F-86-211,A Rescinded 10 Aug 56 1F-86-539 Rescinded 20 Feb 59 ; 
1F-86-213 Rescinded 10 May 56 1F-86-544,A Rescinded 17 Feb 58 
1F-86-214 Rescinded 10 Feb 56 1F-86-545 Rescinded 18 Nov 58 
1F-86-215, A Rescinded 10 Aug 56 1F-86-547 Rescinded 24 Jan 58 
1F-86-217,B,C Rescinded 1F-86-548 Rescinded 20 Feb 59 
1F-86-218 Rescinded 10 Feb 56 1F-86-554 Rescinded 21 Jun 59 
1F~86-221,D Rescinded 17 Dec 56 1F-86-558A, B Replaced by 1F-86-558C 8 Jul 59 
1F-86-222 Rescinded 10 May 56 1F-86-565 Rescinded 20 Feb 59 
1F-86-223 Rescinded 10 May 56 1F-86-574,A Rescinded 28 Aug 59 
1F-86-224 Rescinded 9 Dec 56 1F-86-576 Rescinded 26 Aug 59 
1F-86-225, A Rescinded 5 Nov 56 1F-86-585 Rescinded 27 Mar 60 
1F-86-226, B Rescinded 10 Nov 56 1F-86-589 Rescinded Unknown 
1F-86-227,A, B Rescinded 25 Jan 60 1F-86F-30 Rescinded Unknown 
1F-86-228 Rescinded 10 May 56 1F-86F-32 Rescinded 10 Jun 55 
1F-86-229, B Rescinded 11 Mar 57 1F-86F-34,A Rescinded $ 20 Jan 59 
1F-86-230 Rescinded 11 Oct 56 1F-86F-37, B Rescinded 10 Aug 56 
1F-86-232,C 7 Rescinded 1 Nov 59 1F-86F-39 Rescinded 4 Nov 55 
1F-86-233 Rescinded 10 Aug 56 1F-86F-41,A Rescinded 10 May 56 
1F-86~235 Rescinded 1 Mar 57 1F-86F-43 Rescinded Unknown 
1F~86~-240 Rescinded 10 Jun 55 1F-86F -44 Rescinded 10 Jun 55 
1F-86-241 Rescinded 10 May 56 1F-86F-45,A Rescinded 10 Jun 55 
1F-86-243 Rescinded 4 Nov 55 1F-86F-46 Rescinded 10 Jul 55 
1F-86-247 Rescinded 8 Aug 55 1F-86F-48,B Rescinded 18 Oct 56 
1F-86-505 Rescinded 26 Nov 56 1F-86F-51 Rescinded 13 May 57 
1F-86-507,A Rescinded 18 Apr 58 1F-86F-50 Rescinded 4 Nov 55 
1F-86-508 Rescinded 10 Feb 56 1F-86F-53 Rescinded 4 Nov 56 
1F-86-510,A Rescinded . 29 Nov 56 1F-86F-55 Rescinded 4 Nov 55 
1F-86-512 Rescinded 10 Aug 56 1F-86F-202 Rescinded 3 10 Feb 56 
1F-86-514 Rescinded 10 May 56 1F-86F-204,A Rescinded 10 Feb 56 
1F-86-515,A Rescinded 21 Mar 58 1F-86F-207,A Rescinded 18 Nov 58 
1F-86-516 Rescinded 10 Jun 57 1F-86F-208 Rescinded 19 Nov 56 
1F-86-517 Rescinded 28 Apr 57 1F-86F-211 Rescinded 17 Dec 56 
1F-86-521,A Rescinded 18 Apr 58 1F-86F-212,A Rescinded 24 Dec 56 
1F-86-523 Rescinded 1 Nov 55 1F-86F-213,A Rescinded 18 Nov 58 
1F-86-524 Rescinded 1 May 57 1F-86F-214,A Rescinded 18 Jun 56 
1F-86-525 Rescinded 29 Apr 57 1F-86F-215 Rescinded 10 Sep 54 
1F-86-526 Rescinded 31 May 57 1F-86F-216 Rescinded Unknown 
1F-86-527 Rescinded 20 May 57 1F-86F-217,A Rescinded 17 Dec 56 
1F-86-529,A Rescinded 20 Mar 59 1F-86F-219,A Rescinded Unknown 
1F-86-530,B Rescinded 31 Oct 57 1F-86F-220 Rescinded 16 Nov 56 
1F-86-531,B Rescinded 20 Dec 57 1F-86F -221 Rescinded 5 Nov 56 
A Replace by 1F-86-531B 26 Apr 57 1F-86F-225 Rescinded 8 Aug 55 
1F-86-532, A Rescinded 18 Nov 58 1F-86F-226 Rescinded 10 Nov 56 
1F-86-534,B Rescinded 18 Nov 60 1F-86F-227 Rescinded 20 Aug 56 
1F-86-535, A Rescinded 20 Jan 59 1F-86F-228 Rescinded 10 Feb 56 
1F-86-537 Rescinded 10 Aug 56 1F-86F-229 Rescinded 8 Aug 55 
1F-86-538 Rescinded 20 Feb 59 1F-86F-230 Rescinded 25 Jun 55 
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T.O. NO. 


1F-86F-505, B 
-1F-86F-506 
1F-86F-507,B 
1F-86F-511 
1F-86F-515,A 
1F-86F-516,C,D 
1F-86F-518 
1F-86F-519 
1F-86F-521 
1F-86F-523 
1F-86F-524 
1F-86F-525 
1F-86F-526 
1F-86F-527 
1F-86F -528 
1F-86F-530 
1F-86F-531 
2-1-13B 
2-1-15 
2-1-204, A 
2-1-511 
2-1-512 
2-1-536 
2-1-541,A 
2J-1-12 
2J-1-16 
2J-1-18C 
2J-J1-16 
2J-J1-23 
2J-J1-24C 
2J-J47-206, A 
2J-J47-207 
2J-J47-216B 
c 
2J-J47-257 
2J-J47-355 
2J-J47-365 
2J-J47-373, A 
2J-J47-376 
2J-J47-505 
2J-J47-517 
2J-J47-522A 
2J-J47-531 
2J-J47-534 
2J-J47-537 
25-J47-538A 


2J-J47-545 


T.O. 1F-86F-01 


ACTION DATE OF 
ACTION 
Rescinded 20 Sep 57 
Rescinded 10 Aug 56 
Rescinded 18 Oct 57 
Rescinded 24 Jul 57 
Rescinded 18 Nov 58 
Rescinded 16 Dec 59 
Rescinded Unknown 
Rescinded 26 Jun 58 
Rescinded 6 Apr 58 
Rescinded . 20 Oct 58 
Rescinded 21 Jun 57 
Rescinded 20 Oct 58 
Rescinded i 20 Oct 58 
Rescinded 20 Feb 59 
Rescinded 20 Feb 59 
Rescinded 1 Nov 59 
Rescinded 14 Mar 60 
Replaced by 2-1-13 8 Jul 57 
Rescinded — 18 Jun 57 
Replaced by 2-1-557 14 Aug 57 
Rescinded 
Rescinded 
Rescinded 20 Oct 58 
Rescinded 
Rescinded Unknown 
Rescinded 17 May 57 
Replaced by 2J-1-18 15 May 57 
Replaced by 2J-1-26 4 Jun 57 
Replaced by 2J-1-27 15 Jul 57 
Replaced by 2J-J1-24D 15 Jun 60 
Rescinded 10 Jul 58 
Rescinded 11 Oct 57 
Replaced by 2J-J47-216C 27 May 57 
Rescinded 20 Oct 58 
Rescinded 20 Oct 58 
Rescinded 12 Dec 57 
Rescinded 
Rescinded 11 Mar 58 
Rescinded 11 Oct 57 
Rescinded 
Rescinded 9 Apr 58 
Replaced by 2J-J47-522B 5 May 58 
Rescinded 
Rescinded 9 Mar 59 
Rescinded 14 Jan 58 
Replaced by 2J-J47 -535B 11 Sep 57 
Rescinded 20 Oct 58 





T.O. NO. 


2J-J47-546, A 
23-547-587 
2J-J47-593, A 
2J-J47-595 
2J-J47-597, A 
2J-347-607 
4B1-4-504 
4B1-4-506 
4B1-4-526 
5-1-4A 

B 
5-1-6 
5-1-12 
5-1-15 
5-1-101 
5E5-3-1-501 
5E6-3-1-502A 
5E6-3-1-502B 
5F2-4-501 
5F3-1-505B 
5L14-3-8-501B 
6314-2-4-506 
6J14-2-2-514 
6J14-2-2-516A 
6J14-2-2-517, A 
6J14-2-4-526 
6R5-2-1-501 
8C1-6-3-503, A 
8C7-6-3-504, A 
8D10-2-1-2 
10-1-12 
10A1-6-2-501 
11B29-3-5-504 
11F12-6-3-506A 
11F21-3-3-504 
11F21-3-3-507, A 
11F21-3-3-509A 
11F21-3-3-511C, D 
11F21-3-3-513 
11P3-2-2-501 
11 P3-3-2-507 
11W1-10-2-502 
11W1-12-3-504 
12C-1-5 
12R2-2ARC21-511 
12R2-2ARC27-501 


12R2-2ARC27-503 


ACTION 


Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Replaced by 5-1-4B 
Replaced by 5-1-4 
Replaced by 5-1-5 
Rescinded 

Rescinded 

Rescinded 

Rescinded 

Replaced by 5E6-3-1-502B 
Replaced by 5E6-3-1-502C 
Rescinded 

Replaced by 5F3-1-505 
Replaced by 5L14-3-8-501C 
Rescinded 

Rescinded 

Replaced by 6J14-2-2-516 
Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Replaced by 11F12-6-3-506B 
Rescinded 

Replaced by 11F21~3-3-513 
Replaced by 11F21-3-3-509B 
Replaced by 11F21-3-3-511E 
Rescinded 

Rescinded 

Rescinded 

Rescinded 

Rescinded 

Replaced by 12-1-56 
Rescinded 

Rescinded 


Rescinded 


Section IN 


DATE OF 
ACTION 


Unknown 
9 Mar 59 
9 Mar 59 


8 Apr 59 


12 Jun 59, 
19 Apr 57 
25 Apr 58 


1 Nov 57 


2 Jun 58 


20 Jun 60 


22 Apr 60 
30 Jan 58 

Unknown 
15 Aug 59 
19 Dec 58 
21 Apr 59 

Unknown 
28 Oct 58 


11 Dec 57 


30 Sep 57 
16 Jun 58 
10 Feb 59 
14 May 58 
21 Mar 58 

6 Feb 59 
10 Feb 59 


14 Jun 57 


15 Dec 59 
10 Jun 57 


8 Jan 59 
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Section II T.O. 1F-86F-01 








T.O. NO. ACTION DATE OF T.O. NO. ACTION DATE OF 
š ACTION ACTION 

12R2-2ARC27-504 Rescinded 33D5-9-4-502 Rescinded 6 Feb 58 ; 

12R2-2ARC27-506, A Rescinded 33D5-9-4-503 Rescinded 6 Jun 58 

12R2-2ARC27-511,A Rescinded 35B1-2-501 Rescinded 25 Jun 58 

12R2-2ARC33-403 Rescinded 8 Aug 57 35C1-3-2-502 Rescinded 

12R2-2ARC33-506 Rescinded 17 Oct 58 35C1-3-2-504,A Rescinded 26 Sep 58 

12R2-2ARC33-507 Rescinded 35C1-3-2-505 Rescinded 27 Aug 58 

12R5-2ARN6-505 Rescinded 10 Jun 58 35C1-3-2-506 Rescinded 

12R5-2ARN6-511 Rescinded 7 Apr 58 35C 1-3-2-507 Rescinded 

12R5-2ARN6-512 Rescinded 35C1-3-2-508 Rescinded 

12R5-2ARN14~504 Rescinded 9 Jul 57 35C1-3-2-509 Rescinded 27 Aug 58 

12R5-2ARN14-505,A Rescinded 17 Oct 58 35C1-3-2-510 Rescinded 25 Jun 58 

12R5-2ARN14-506, A Rescinded 9 Feb 59 35C1-3-2-511 Rescinded 

13A1-1-501,B Rescinded 9 May 58 35C1-3-2-512 Rescinded 

13A1~-1-504, D Rescinded 10 Feb 58 35C2-3-1-528 Rescinded 

13A1-1-507 Rescinded 6 Jun 57 35C2-3-1-528C Replaced by 35C2-3-1-528D 6 Jun 58 

13A1-1-508, A Rescinded 10 Sep 57 35C2-3-1-536 Rescinded 

13A1-1-509 Rescinded 10 Sep 57 35C2-3-1-537,A Rescinded 29 Oct 58 

13A1-2-513,A Rescinded 4 Jun 59 35C2-3-1-539 Rescinded 26 Feb 59 

15X6-1-501 Rescinded 35C2-3-1-540,A Rescinded 

15X6-1-504 Rescinded 35C2-3-1~-542,A Rescinded 

15X6-1-505, D Rescinded 20 Nov 59 35C2-3-1-546 Rescinded 25 Jun 58 

15X6-5-2-503 Rescinded 35C2-3-1-548 Rescinded 24 Jul 58 

15X6-5-2-504A Replaced by 15X6-5-2-504B 5 Nov 58 35C2-3-26-507 Rescinded 23 May 57 

33-1-10 Rescinded 35C2-3-26-509, B Rescinded 28 Aug 57 

33-1-503 Rescinded 2 Jan 59 A Replaced by 35C2-3-26-509B 18 Feb 57 

33A1-3-7-506 Rescinded 2 Jan 59 35C2-3-249-502, B Rescinded 23 Apr 58 

33A1-7-9-501 Rescinded 35C2-3-249-507 Rescinded 28 Nov 58 

33A1-8-12-501 Rescinded 35C2-3-249-508 Rescinded 25 Jun 58 

33A1-12-2-502 Replaced by 33A1-12-2-507 1 May 58 35C2-3-249-509 Rescinded 25 Jun 58 

33A1-12-2-506 Rescinded 24 Oct 58 35C2-3-249-510 Rescinded Apr 60 

33A1-13-9-502 Rescinded 24 Oct 58 35C2-3-249-511 Rescinded 27 Aug 58 

33A1-13-9-506 Rescinded 8 Jan 58 35C2-3-249-513 Rescinded Apr 60 

33A2-2-6-501 Rescinded 8 May 58 35C2-3-249-515A Replaced by 35C2-3-249-515B 25 Feb 60 

33A3-2-1-101 Rescinded 35E7-2-3-501 Rescinded ; 

33A-3-1-101 Rescinded 35E7-2-3-511 Rescinded 29 Oct 58 

33A3-3-1-104 Rescinded 35E7-2-3-512 Rescinded 

33A3-3-1-113 Rescinded 42B1-1-10 Rescinded 

33D5-9-4-501 Rescinded 6 Jun 58 44B-1-503, B Rescinded 17 Jul 58 
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